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Functional Design of a Stored-Program 
Electronic Switching System 


By HOWARD N. SECKLER and JOHN J. YOSTPILLE 
(Manuscript received July 30, 1958) 


The design of an experimental electronic switching system presented 
many new problems in specifying the functions to be performed and in 
developing the means to carry them out. This resulted in the use of a number 
of techniques new to the telephone switching field. This paper, divided into 
two parts, describes some of these. Part One deals with a specification of 
what the system must do and with its general mode of operation; Part Two 
describes a control philosophy employing a stored program. 


Part ONE 


I, INTRODUCTION 


In the development of a large system, one of the most important 
problems is completely specifying its internal organization. The task 
is a complex one in the case of a telephone switching system because of 
the multiplicity of logical interactions involved. This paper discusses 
this problem as applied to an experimental electronic telephone switching 
system developed by Bell Telephone Laboratories. * 

During the course of designing the system many techniques new to 
the telephone field were employed. These include a stored-program con- 

* The system was described in a paper! in the previous issue which provides 
pertinent background material for this article. 
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trol philosophy and separation of the basic system functions, such as 
memory and logic, into efficient functionally concentrated blocks of 
equipment. 

The experimental system, a prototype of a practical telephone office, 
is a real-time special-purpose machine. One of the ever-present problems 
was that of effecting a balance between real-time occupancy, amount of 
memory and other equipment, and complexity of system operation. 
In this balance good telephone service and over-all economy are the 
ultimate objectives. 

Finally, a method of system operation had to be developed in order 
to process numerous types of telephone calls. An ideal solution is one 
where there is no interdependence between equipment requirements and 
telephone call functions. This would give rise to a universal system in 
which the addition or deletion of features or traffic in a telephone office 
would require no basic equipment changes. Within limits, this ideal 
solution was approached in the experimental system. 


II. BASIC SYSTEM ORGANIZATION 


The experimental system is composed of six major components: the 
switching network, the scanner, the barrier grid store, the flying spot 
store, the signal distributor and the central control. They are shown in 
Fig. 1 with their functional interconnections. 

The function of the switching network? is to provide voice transmis- 
sion connections between telephone customers; it can be considered as 
the primary output of the system. The switching network is made up 
of two main parts: the distribution switching network and the con- 
centrators. Each customer line terminates on a concentrator, which in 
turn has access to the distribution switching network. Connections 
are established in the switching network by means of orders given 
sequentially to the two network controls, the concentrator marker and 
the distribution marker. The functions assigned to the switching network 
are kept as simple as possible to minimize the amount of network control 
equipment required. Network actions are requested by one of three 
orders (connect, release or trace), accompanied by appropriate terminal 
addresses. The network markers report the outcome of each order. 

The scanner* is an input circuit. It is capable, on a one-at-a-time 
basis, of determining the state (‘‘on-hook”’ or ‘‘off-hook’’) of each line 
and trunk in the office and is used to gather supervisory and dialed 
information. A particular customer line is interrogated by directing the 
scanner to a specific address; the scanner, in turn, gives an answer cor- 
responding to the state of the line. 
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The barrier grid store* provides bulk temporary (erasable) memory 
for the system. It is used to store dynamic records such as line and 
trunk busy-idle states and dialed information. This information is stored 
in binary form and is read one bit at a time with random address access. 
A particular bit can be read and rewritten by appropriately addressing 
the store and giving one of four possible orders: read and regenerate, 
read and change, read and write zero or read and write one. 

The flying spot store® is a bulk semipermanent memory file. It holds 
the telephone translation records and the operational program, and 
information is read out of the store on a word-organized basis. There are 
two general types of orders that may be given to the flying spot store: 
read the next program order according to a predetermined sequence or 
read an order at any specified location. These are known as the ‘‘ad- 
vance” and “transfer” orders, respectively. 

The signal distributor® is an output circuit that is capable of operating 
any one of a number of flip-flops which in turn may operate an electro- 
mechanical relay. Its prime use is for controlling relays in trunk circuits 
that communicate with conventional electromechanical systems. It 
provides compatibility between the high-speed electronic system and 
lower-speed mechanical systems. 
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Fig. 1 — Block diagram of experimental electronic switching system. 


1330 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


The central control logic and organization is described in detail in 
Part Two of this paper. It is a logic circuit which responds to the opera- 
tional program stored in the flying spot store. It controls all of the major 
system components, makes decisions (usually binary) based on answers 
it receives from them and selects the next program order to be executed. 


Ill. SPECIFICATION OF SYSTEM SEQUENCES 


Telephone switching systems are required to perform a large number 
of complex telephone call and administrative functions. It is necessary 
to specify these functions and the method of accomplishing them in 
exacting detail to integrate them into the system and to expedite the 
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Fig. 2 — Originating register layout. 
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preparation of a (stored) program. Conceptually, the program itself 
could be written directly from broad requirements. However, it was 
found that a link was needed between the required external features 
and the specific means for implementing them in the experimental 
system. This link was provided in the form of detailed “‘sequence charts.” 

Before system sequence charts can be written, a language must be 
established. Since the charts describe the operation of a specific system, 
their form is somewhat tailored to the characteristics of that system. In 
the design of the experimental system sequences, the operators Read, 
Write, Transport and Add, abbreviated R, W, T and A respectively, 
were found to be sufficient to satisfy a great majority of the requirements. 
These operators generally act on some specified memory element or 
system component and, in combination with the identity of the memory 
element or system component, form a sequence-chart “order.” A typical 
sequence-chart order might be: Read the output of the scanner, abbreviated 
R(S). 

It is convenient to refer to locations, units of equipment and other 
items in abbreviated form on sequence charts. As described in the 
previous issue!, barrier grid store memory is allocated in the form of 
“registers” performing specific functions. For example, Fig. 2 shows the 
layout of an originating register, which provides the temporary memory 
required for a customer while a call is being dialed. Storage locations in 
the barrier grid store are generally represented by an abbreviation 
designating the register followed by a hyphen and the abbreviation for 
the spot (bit) or spots within the register. For example, OR-LL means 
the “last look” spot in the originating register. The prefix may be omit- 
ted when the identity of the register is obvious. Other commonly used 
abbreviations are: 

S for scanner, 

D for signal distributor, 

N as a prefix for flip-flops associated with the switching network, 

FF as a prefix for specified flip-flops in the central control, 

CC for unspecified flip-flops in the central control. 

The four basic types of orders, described in more detail are: 

1. The Read order has the general form of R (X) (Y) where X is 
the identity of the information to be read and Y is its storage location. 
Either X or Y may be omitted if not needed. A decision is always made 
as the result of a read order. 

2. The Write order has the form W(K) — (Z), where K is a specific 
fixed number, either in numerical or symbolic form, and Z is the storage 
location into which the information K is to be written. 
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3. The Transport order has the general form T(X) (Y) — (Z), where 
X is the identity of the information at storage location Y and Z is the 
storage destination of X. As above, either X or Y can be omitted if not 
needed. This order is used to move any information from one location 
to another. 

4. The Add order, which is also used for subtraction, is of the form 
A(K) — Z or A(—K) — Z, where K is a positive integer and Z a storage 
location. 


IV. SYSTEM SEQUENCES AND TECHNIQUES 


Although the experimental system is limited in scope, a large number 
of sequence charts are needed to specify its functional operation. A few 
sequences followed at the start of a telephone call are discussed in this 
section in order to illustrate how certain typical functions are accom- 
plished and what techniques are used. For the sake of brevity, many 
details have been omitted, particularly in the latter part of this section. 


4.1 Supervisory Functions 


One of the functions of a telephone switching system is the recognition 
of supervisory signals from customers, that is, new requests for service 
and terminations of established calls. The customer signals the telephone 
office by lifting his telephone receiver from the switchhook (off-hook) 
to request service and later, by placing it back on the switchhook (on- 
hook), to terminate service. These actions respectively close and open 
a metallic path to the telephone office. Table I shows the scanner output 
for each state. 

Since the scanner can only determine the existing state of a customer 
line, some memory must be provided in order to detect changes in line 
state. This is done by assigning two barrier grid store bits to each line. 
These are referred to here as the first and second line memory bits, or 
Li and L2 spots. The experimental system uses three of the four possible 
combinations of each pair of line memory bits, with assignments as 
shown in Table II. The “served by a register” state is assigned when 


TaBLE I[— LINE STATES AND CORRESPONDING SCANNER OUTPUTS 





Telephone Receiver Telephone Line Scanner Output 





on-hook open 0 
off-hook closed 1 
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TaBLE I] — LinrE Memory ASSIGNMENT 





Barrier Grid Store Memory Bits 
Status of Line 
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special action is taken on a line such as dial pulse recording, ringing or 
disconnect timing. 

The experimental system starts action on supervisory signals from 
customers within 100 milliseconds of their occurrence. Fig. 3 illustrates, 
in sequence chart form, the work that may be done on each customer 
line once every 100 milliseconds; reference to Table III will be helpful 
in understanding the description that follows. 
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Fig. 3 — 100-millisecond supervisory line scan. 
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TasBLe IJ] — Line SicNnats RECOGNIZED IN SUPERVISORY SCAN 
SEQUENCE BY COMPARING SCANNER Ourput witrH LINE Spots 

















Line Spots 
Scanner Output Customer Signal 
Li L2 
0 0 0 None 
1 1 0 None 
1 0 0 Call Originated 
0 1 0 Disconnect 
0 orl 0 1 Line under control of other sequences 





As described in a previous paper! the “main program”’ is the vehicle 
which assigns the multiplicity of real-time functions which the system 
must perform at various periodic intervals. At the start of the super- 
visory scan for originations and disconnects, the scanner is directed to 
the first line of a predetermined group and the barrier grid store is ad- 
dressed to read its associated L1 spot; this is specified by the symbols 
R(S) and R(L1) near the top of the sequence chart. This leads to a 
branch (point a) in the sequence which opens to four possible paths. 
If the answers received from the scanner and barrier grid store match 
(0,0 or 1,1), no further action is taken on the line (see Table ITI) and 
the system advances to the next line in the group. However, if the 
combination (1,0) is returned, the L2 spot must be examined (point b) 
to determine whether it is in the zero state, indicating that a call has been 
originated by this line in the previous 100-millisecond interval. If this 
is the case (point c), a hunt for an idle originating register (OR) is 
initiated, as specified by the symbolic box in the left leg of the chart 
(point d). If the L2 spot reads 1 (point e), the system advances to the 
next line in the group, as above. Proceeding to the output of the idle 
register hunt box, if an idle register is found (point f), a 1 is recorded in 
the L2 spot, putting the line in the served-by-a-register state, and the 
system advances to a sequence for seizing the originating register. If no 
idle register is found, the above action will be repeated once every 100 
milliseconds until a register becomes available. The leg on the right- 
hand side of Fig. 3 shows the action taken when a disconnect is detected. 
The sequence of system actions represented by the boxes of Fig. 3 is 
~ shown in Fig. 4. 

Although the above example is a simple one, it illustrates certain 
fundamental principles. The majority of customer lines will always 
be in the quiescent states of idle (0,0) or talking (1,0), and only a small 
amount of system action is required for them once every 100 milli- 
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seconds. Only when a line changes state does the system have a complex 
job to perform. Since the number of changes of line state per 100-milli- 
second interval is very small, the percentage of real time consumed by 
the 100-millisecond line-scan sequence is correspondingly small. Another 
factor to be considered is the amount of memory required for each func- 
tion. Here two barrier grid store (BGS) bits are assigned to each line and 
a certain amount of program space in the flying spot store is used for 
the supervisory scan function. It is apparent after some study that a 
decrease in the amount of BGS memory assigned to each line will result 
in an increase in real-time consumption and an increase in program 
space. To show that a good balance, in this respect, has been attained 
in the experimental system is beyond the scope of this article. 


4.2 Originating Register Seizure 


In the experimental system, BGS memory is associated with certain 
telephone functions in a manner somewhat similar to the use of common 
control equipment such as registers, senders and markers in conventional 
relay telephone switching systems. As mentioned previously, the originat- 
ing register illustrated in Fig. 2 shows the BGS memory that is associated 
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(OTHER) (LAST OR) 


R(OR-A) (NEXT OR) 
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Fig. 4 — Register hunt. 
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with a line during dialing. For each bit or subgroup of bits, the functional 
abbreviation, the full name and the number of bits (in parenthesis) 
are given. The originating register is one type of a class of BGS registers 
referred to as “call registers.” In this system a more than sufficient 
number of call registers to give a good grade of service can be economi- 
cally provided, since no equipment other than the memory itself is 
affected by the number of registers. 

After the origination of a new call has been detected and an idle 
originating register is found, as shown in Jigs. 3 and 4, the originating 
register must be seized and action started to connect a dial tone trunk 
to the line via the concentrator and distribution network. The system 
sequences for carrying out this task are shown in Fig. 5. While a register 
is idle the only useful information recorded in it is a 0 in the “activity” 
(busy-idle) spot. This eliminates the need for keeping the remaining 
register memory bits in a fixed state over long periods of inactivity, as 
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Fig. 5 — Originating register seizure. 
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would be the case for the last-choice registers in a large group. There- 
fore, when a register is first seized various state and reference informa- 
tion must be recorded, as shown by the Write orders in the top center 
leg of Fig. 5. 


4.3 Dial Tone Connection 


The switching network operates at a speed of approximately one milli- 
second per task, while the rest of the system performs operations at a 
microsecond rate. For this and other reasons buffer memory associated 
with the switching network is provided in the BGS and has been desig- 
nated as the ‘‘network register’ (NR). The network register is one type 
of a second class of BGS registers which are referred to as ‘control 
registers.’’ Usually only a single control register is needed for a particular 
function such as network control. 

After the originating register is seized, the network register activity 
spot (NR-A) is read as shown in Fig. 5. If a 1 is read, indicating that 
the network is busy, a request for later action is recorded in both the 
originating and network registers. If a 0 is read, indicating that the net- 
work is available, the network register is seized. In this case, the line 
equipment number (OR-OLE) is passed to the network line selector 
(LS) in the concentrator marker and certain control flip-flops are set to 
start connecting the line through the concentrator to a distribution 
network terminal. The type of action required (NODT1A—first part 
of dial tone connection) and address of the originating register (OR- 
ADD) are also recorded in the network register so the system will know 
where to continue in the program when this segment of the network 
action is completed. Having done this, the system returns to sample 
the condition of the next line in the 100-millisecond supervisory line 
scan. 

Periodically the system checks the switching network to determine if 
it has completed a task. This is done by reading a ‘“‘break in” flip-flop 
(FF-NBI) associated with the network control circuits, as shown in 
Fig. 6. When the switching network has completed an assignment, its 
own control circuit sets FF-NBI so that a 1 will be read the next time 
it is interrogated. This in turn will cause a break in the main program 
and will direct the system to determine, from information previously 
stored in the network register, what task the network has completed 
and then, from answers received from network control circuits, what 
action should be taken next. The remainder of the dial tone connection 
is established in this way. 
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The “simple-task-at-a-time” method of operating the network per- 
mits efficient utilization of the common system memory and central 
control, thus minimizing the quantity of equipment individual to the 
network. It also provides a means of coupling the lower-speed network 
to the rest of the system. 


4.4 Detection of Dial Pulses 


After a line has been assigned to an originating register and a dial 
tone connection is established, means must be provided for detecting 
and storing dial pulses. This is accomplished by the sequence shown in 
Fig. 7. The main program directs the system to carry out this sequence 
for all active originating registers once every 10 milliseconds, as specified 
by the symbolic box shown at the top of the figure. The pulses generated 
by the customer’s dial are a series of momentary ‘‘on-hook”’ intervals, 
the number corresponding to the digit dialed, except for zero which is 
represented by 10 pulses. The 10-millisecond scanning rate is fast enough 
to insure that every legitimate dial pulse and the ‘‘off hook” intervals 
that separate them will be sampled at least once’. 

After the originating line equipment number (OLE) recorded upon 
seizure of the originating register has been read as indicated in Fig. 7, 
the scanner is directed to scan the line and the BGS is addressed to read 
the last look spot (LL). This spot contains an up-to-date record of the 
state of the line according to the last previous scanner reading (0 for 
‘‘on-hook” and 1 for ‘“‘off-hook’”’). If the answers received from the 
scanner and BGS match (0,0 or 1,1) no change has taken place since 
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Fig. 6 — Periodic network check. 
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the last scan and the program proceeds to the next originating register. 
However, if the scanner reads 0 and the LL spot 1, this is interpreted 
as the leading edge of a dial pulse; in this case, the LL spot is put up to 
date (0) and the pulse counter spots (PC) are incremented by one. In 
addition, the abandoned call and interdigital timer spot (AIT) is written 
to 0, thus permitting another sequence (not shown) to detect an aban- 
doned call if the on-hook condition persists. The dial tone spot (DT) 
is also read to determine if dial tone is connected to the customer line. 
Dial tone is disconnected from the line as soon as the first pulse 
of the first dialed digit is received, by a method similar to the one 
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Fig. 7 — Originating register dial pulse scan. 
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Fig. 8 — General interrelationship of system sequences. 
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previously discussed for making a network connection. The remain- 
ing leg of Fig. 7, when the responses from scanner and BGS are (1,0) 
respectively, is followed after the trailing edge of a dial pulse is detected. 

This sequence (lig. 7) only accomplishes the detection and storage 
of dial pulses. Another one recognizes the end of each digit, stores the 
accumulated pulse count in the appropriate digit storage slot and 
prepares the originating register for the next digit. Still other sequences 
carry out the various tasks required to complete the call. 

The previous examples are typical of the multiplicity of call sequences 
or flow charts that are necessary to describe and specify the system 
operational requirements. They provide a convenient tool which permits 
the designer to optimize the use of equipment and real time, keep an 
intelligible record of what the system does and also put the requirements 
into a form that can be readily programmed. 


V. GENERAL INTERRELATIONSHIP OF SYSTEM SEQUENCES 


T'rom the few system sequences illustrated thus far, it is evident that 
the experimental system is not equipped with specific control circuits 
or programs that are individually associated with a telephone call as it 
progresses through the system. Instead, the necessary control functions 
are provided by a single common equipment unit on a time-shared basis 
as directed by a hierarchy of programs performing a multiplicity of 
fundamental operations. There is, however, a general mode of system 
operation which clearly emerges out of the interrelationships among the 
system sequences. 

There are several classes of jobs specified by the system sequences. 
The more important ones are listed in Table IV with a brief explanation. 
The relationships among these tasks form the basic operational pattern 
of the experimental switching system. Fig. 8 illustrates this in block form. 

A detailed example of the system action taken, if the left leg of 
Fig. 8 is followed, can be obtained by tracing through the sequences 
shown in Figs. 3, 4 and 5. The main program periodically directs the 
system to determine if any calls have originated or terminated in a group 
of customer lines, using an “input scan” (top of Fig. 3). If a particular 
line shows no change, the sequence proceeds to interrogate the next line, 
and so on. When the last line in the group has been served, the sequence 
reenters the main program to determine the next task required. Should 
a change be found on a line, an “‘idle call-register hunt” (Tig. 4) is made. 
If no idle register is found the sequence proceeds to the next line or the 
main program. If, as in the usual case, an idle call register is found, a 
“call register sequence” is entered (up to point a on Fig. 5). At this point, 
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TaBLe IV — FUNCTIONAL CLASSIFICATION OF SYSTEM SEQUENCES 








Sequence Description Example 
Input Scan A search or scan of system inputs for new | Top of Fig. 3 — 
work ROS) R(L1) 
Call Register | A search or scan of call registers (e.g. origi- | Box. at top of 
Scan nating register) for work Fig. 7 
Call Register | A specialized task associated with a call regis-| Fig. 7 
Sequence ter 


Control Regis- | A periodic examination of an equipment for | Fig. 6 
ter Break-In | control action 


Scan 
Control Regis- | A task associated with a control register (e.g. | Bottom half of 
ter Sequence network register) and its corresponding Fig. 5 


equipment unit 

Main Program | The sequence which provides priorities and = 
timing in assigning all system tasks 

Idle Call Regis- | A search for an idle call register Fig. 4 
ter Hunt 








control action, such as network orders, may be required. The system then 
proceeds to check the control register for availability and, if appropriate, 
it advances to a control register sequence (starting at point b, Fig. 5). 
On some sequences a decision will determine whether control action 
is required (see point b on Fig. 7); on others, it is required uncon- 
ditionally (point a, Fig. 5). The description of the remainder of Fig. 8 
is left to inspection. This method of system operation was an outgrowth 
of efforts to optimize the solution of a specialized problem, but many of 
the techniques employed can be, and some have been, employed in other 
real-time machines. 

The material presented thus far has illustrated what the system is to 
do, and how it should be done in terms of the external characteristics of 
the system equipment units. The specific means for implementing the 
actions prescribed by the system sequence charts, that is, the control 
philosophy, is the subject of Part Two of this article. 


Part Two 


VI. INTRODUCTION 


In developing a control philosophy to govern the sequences of system 
actions, at least two major alternatives must be considered. The first is 
the use of electronic logic circuits to cause the required actions to be 
carried out in proper sequence, similar to the way in which relay circuits 
control present switching systems. This would involve, to a large extent, 
the individual tailoring of these logic circuits to requirements specified by 
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the sequence charts described in Part One. The second alternative is 
realization through a stored program, whereby the pattern of sequences 
would be incorporated into the program, with the control circuitry de- 
signed to interpret and carry out the different types of basic program 
orders. 

In the digital computer field stored programs are used where flexibility 
is of paramount importance, because of the wide range of applications 
general-purpose computers must have. Since a telephone switching sys- 
tem is by nature a special-purpose rather than a general-purpose system, 
the choice between the circuit logic and stored-program approaches was 
not immediately obvious. The choice of the latter was initially based 
largely on expected economies of control circuitry and removal of the 
dependence of the circuit logic on the required sequences of actions. It 
became increasingly clear, as time progressed, that a still more important 
aspect of stored-program operation is the flexibility it affords. Of immedi- 
ate significance in this respect is the ease of addition and revision of 
system functions; of long-range significance is the real possibility of a 
universal control for telephone switching systems which could adapt 
them for local, tandem or toll use as dictated by the stored program. 

A stored program for an electronic telephone switching system is a 
set of encoded orders specifying exactly what the system must do at all 
times under all possible customer input situations. It exercises exclusive 
control over the entire system. The detailed functional design of a stored- 
program electronic switching system, after the control philosophy and 
required sequences have been established, may be divided into three 
phases: (1) enumerating the types of basic operations to be incorporated 
as program orders and determining an encoding structure for these, (2) 
designing the logic circuitry for their interpretation and execution and 
(3) writing programs containing these orders to fulfill the requirements of 
system operation as set forth on the sequence charts. These phases are 
developed in the following sections. 


VII. DEVELOPING A PROGRAM ORDER STRUCTURE 


7.1 Enumeration of Required Operations 


From examination of the general pattern of system operation and the 
sequence charts already described, it is evident that the system must be 
equipped to perform certain specific operations. These may be first 
classified as decision and nondecision operations. 

A decision operation occurs at a branch point of a sequence chart and 
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provides for a binary choice of alternative actions to follow it. In this 
category may be included: 

1. Read BGS at specified address. 

2. Read specified flip-flop. 

3. Read scanner at specified address. 

4, Match two binary words (determine whether they are equal). 

A decision operation is further specified by the addition of a modifier 
which determines which of two alternatives is to correspond to each of 
the two possible results. One of the alternative actions following the de- 
cision point will be to continue with the next operation appearing se- 
quentially in the program. The other will be to transfer control to some 
other (predetermined) location in the program. 

A nondecision operation performs work called for as a result of some 
previous decision operation. A nondecision operation is always followed 
directly by the succeeding operation specified in the program. Included 
in this category may be: 

5. Write 1 or 0 in BGS at specified address. 

6. Write 1 or 0 (set or reset) specified flip-flop. 

7. Read BGS at specified address (nondecision) and write result in 
specified flip-flop. 

8. Read specified flip-flop (nondecision) and write result in BGS at 
specified address. 

9. Store a specified constant (usually a binary word representing an 
address) in a specified group of flip-flops. 

10. Gate the information in one specified flip-flop group to a second 
specified flip-flop group. 

11. Transfer control from the present program location to a specified 
program location. 

12. Add 1 to the binary number stored in a flip-flop group. 

13. Regenerate the BGS at a specified address. 


7.2 Encoding the Program Orders 


From the 13 basic types of operations listed above may be formed an 
encoding structure for the specific program orders yet to be derived. The 
process of encoding consists of determining the number of bits a program 
order of fixed size will contain and what the function of each bit will be. 

It is apparent from the operation types that a program order generally 
contains an instruction (what) and an address (where). A first step in 
deriving a coding structure is to classify the addresses required by each 
operation type, as follows: 

1. Read BGS. The BGS contains a square array of 128-by-128 stor- 
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age locations. Access to one of these therefore requires an address of 14 
bits. This erasable bulk memory is organized so that call registers and 
other aggregates of temporarily stored information are arranged gener- 
ally within either columns or rows of the array. In this system the BGS 
will thus be addressed most frequently on successive usages to locations 
within a single column or row. Therefore, it is logical to precede such 
a series of BGS operations by presetting a constant row or column 
address in flip-flop group memory. This will require program orders deal- 
ing with the BGS to contain only a seven-bit column or row address 
rather than a full 14-bit address. Most BGS reading orders will thus con- 
tain a seven-bit address, the other seven bits being stored in flip-flop 
memory. 

2. Read Flip-Flop. The size of address required in this type of opera- 
tion depends only on the anticipated number of flip-flops which must be 
individually read. Since this number will be in the range between 64 and 
128, a seven-bit address is required. 

3. Read Scanner. It is required that an order to read the scanner out- 
put be preceded by storing the desired address in a flip-flop register as- 
sociated with the scanner. The Read Scanner operation itself contains 
no address. 

4, Match. This operation determines whether two binary words 
stored in flip-flop groups are equal. A simple approach to this is to re- 
quire that one of the two words be stored in a reference flip-flop group 
with which a matching circuit is associated. The other word may be 
stored in any one of a number of other flip-flop groups. The matching 
operation then must include only the address of the latter flip-flop group. 
Because it was determined that between 16 and 32 flip-flop groups are 
required for various parallel-access, short-term storage functions, a 
Match operation requires a five-bit address. 

5. Write 1 or 0 in BGS. Same as Read BGS (seven-bit address). 

6. Write 1 or 0 in Flip-Flop. Same as Read Flip-Flop (seven-bit ad- 
dress). 

7. Read from BGS to Flip-Flop. This operation requires two ad- 
dresses, a seven-bit partial BGS address (the other seven bits preset in a 
flip-flop group) and a flip-flop address. For circuit economy, however, 32 
of the maximum of 128 individually addressable flip-flops (item 2 above) 
will suffice to store directly information taken from the BGS. Thus a 
five-bit flip-flop address accompanies the seven-bit BGS address. 

8. Read from Flip-Flop to BGS. Same as above (seven-bit BGS ad- 
dress and five-bit flip-flop address). 

9. Store Constant in Flip-Flop Group. It is convenient in this case to 
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consider the constant as the address-part of this operation. For a number 
of reasons, involving mostly the detailed numbering plan of the entire 
system, most of the flip-flop groups contain 14 flip-flops. This operation, 
if accomplished by a single program order, would therefore contain a 
14-bit “address”. Since the operation will be restricted to only a small 
number of flip-flop groups for circuit economy, it is convenient to con- 
sider the identity of the flip-flop group in which the constant is to be 
stored as part of the instruction rather than as an address. 

10. Gate Flip-Flop Group to Flip-Flop Group. This operation con- 
tains two five-bit flip-flop group addresses. 

11. Transfer. An operation causing an unconditional transfer to some 
point in the program may (a) contain the full flying spot store address 
to which the transfer is to be made, or (b) specify the identity of a flip- 
flop group which contains the transfer address. In the latter case, a five- 
bit address is required; in the former, a 14-bit address is required, assum- 
ing the program to be limited to a portion of the flying spot store plates 
so that 14 bits will afford complete access. 

12. Add 1. If we assume that, for circuit economy, a parallel Add 1 
circuit is associated with one particular flip-flop group rather than with 
all flip-flop groups, then the Add 1 operation will cause the binary word 
contained in that flip-flop group to be incremented by one. Thus, no ad- 
dress is contained in this operation. 

13. Regenerate BGS. Since the BGS will be periodically regenerated 
by rows or columns, this operation need contain only a seven-bit address, 
the other seven bits being previously stored in a flip-flop group. 


TABLE V 





Operation Type Address Requirements 





Name per ct Size (Bits) 
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Read BGS 

Read Flip-Flop 

Read Scanner 

Match 

Write in BGS 

Write in Flip-Flop 
Read BGS to Flip-Flop 
Read Flip-Flop to BGS 
Store Constant 

Gate 

11 (a) Transfer 

11(b) Transfer 

12 Add 1 

13 Regenerate BGS 
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The address requirements just developed are summarized in Table V. 
With this information it is possible to establish tentatively the number 
of bits required by program orders to be derived from the 13 operation 
types. There are two operation types requiring 14-bit addresses, Trans- 
fer and Store Constant. A single program order will be derived from the 
Transfer operation which contains a 14-bit flying spot store address. 
In the case of the Store Constant operation, however, it will be expedient 
to permit a 14-bit constant to be stored in any one of three different flip- 
flop groups; three program orders will therefore be derived from this 
operation type. 

There are, then, four program orders requiring a 14-bit address; thus, 
two additional bits must be added to distinguish among them. If 16 bits 
are consumed by only these four program orders, 17 is certainly a lower 
bound on the number of bits required in a fixed-size program word, since 
the remaining program orders must also be encoded. As will be seen, 17 
bits is sufficient as well as necessary and is adopted as the program word 
size. 

Proceeding with the assumption of a 17-bit word size, the information 
in Table V is converted to the form of Table VIa to begin the encoding 
process. Here the addresses included in each operation type are assigned 
bit positions, starting from the right-hand side. For those cases where 
two addresses exist (7, 8, 10), the two are placed adjacent, except for 
operation type 10, where the two five-bit addresses are placed as shown 
so that the left-hand one is lined up with those of 7 and 8 to achieve as 
unified a layout as possible. 


TABLE VIA 





Program Word Bit Position 
Operation Type ——___—___—__ 
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Taste VIB 





Program Word Bit Position 





Operation Type A B Cc 


o 








1}2/3]4/51617)81]9 {10 


12 








Read BGS 

Read Flip-Flop 

Read Scanner 

Match 

Write in BGS 

Write in Flip-Flop 
Read BGS to Flip-Flop 
Read Flip-Flop to BGS 
Store Constant 

Gate 

Transfer 

Transfer 

Add 1 

Regenerate BGS 








| 

| 
Ts 
mw 
imi | 
ES 
TN kz 


Tn ss 


Will | oS 




































































LA IL IN TAL 
HALLAM 


til 


—_ 
COON OOP WN eH 





| 
| 
HNL AMD UY ALN YL AIK ETL 











Ill 
LIN UATE LHL TY LL 
IIL AMSA IST AIK 
ARN UY UC TTT 
WIN AU UTE ALT 
UN INL Ash TT LL 


It 


Ith 
WNL GD AU ARIE AUS TNE UIT 


AAAI UCL TSE TIT TET ATT ATU 
TT MUSE TMD AIST TY AID TATE TE 
WIA WILL UU USE ATE IY AME LL 


he 
ee 
, ite Y nie, 3 
oe 
—~ 





et het 
WwW bo 


| 
Ith 












































Il 
lil 
It 





Table VIb repeats the information in VIa, with the lines of demarca- 
tion bounding the addresses darkened so that the 17-bit word is suibdi- 
vided into groups of three bits (called A), two bits (B), five bits (C) and 
seven bits (D). In places where a five-bit address occupies the rightmost 
positions [4, 10, 11(b)], no subdivision is shown because it will prove 
convenient circuit-wise to treat these as seven-bit addresses with the two 
most significant bits zero. 

A program order word may now be thought of as containing an A code, 
a B code, a C code and a D code. Tor orders derived from opcration 1 
above, for example, the BGS seven-bit partial address will be contained 
in the D code, while the A, B and C codes together will specify the exact 
nature of the operation to be performed. For operation 11(a), on the 
other hand, the B, C and D codes together will contain the flying spot 
store address to which a transfer is to be made, while the A code will 
direct that a transfer be made. 

A process of encoding has now been described except for the detailed 
specification of all the program orders to be derived from the 13 opera- 
tion types and the illustration of how these fit into the proposed struc- 
ture. This final phase will be deferred to a later section which deals with 
the writing of programs. In that section a complete set of program 
orders will be presented. 

At this point we turn to a discussion of the circuit logic of the central 
control, whose function is to interpret and carry out all the types of 17- 
bit program orders provided. 
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VIII. THE CENTRAL CONTROL 


8.1 Basic Considerations 


The central control is the heart of the electronic switching system. 
Its actions are required for all system functions to be accomplished. It 
consists almost entirely of direct-coupled semiconductor circuitry’ ar- 
ranged in logic configurations to accomplish the interpretation and 
execution of each program order originating from the flying spot store 
(FSS). 

Central control processes these orders one at a time. The time allotted 
to carry out an order is dependent upon the speeds of the major system 
components, in particular the flying spot store, barrier grid store and 
central control itself. The progress through the program, order by order, 
is controlled by a clock whose period is constant and sufficiently long to 
cover the operating time of any of the above-mentioned units. This time 
will be referred to as the “cycle time”’ and is of several microseconds dura- 
tion. 

When a program order is passed from the FSS to central control on 
the occurrence of a clock pulse, the central control logic circuits, within 
the ensuing cycle time, decode the order and prime those parts of the 
central control which are to participate in the execution of the order. 
The succeeding clock pulse causes the execution of the order and, at the 
same time, causes the next order in the program to pass from the FSS to 
the central control for similar processing, as shown in Fig. 9. This “‘over- 
lap” arrangement between the FSS and central control is used to con- 
serve system time. The order-by-order progression just described is 
altered in the case of decision orders, as will be discussed later. 


TIME ACTION 





0 ORDER A ENTERS CENTRAL CONTROL 

| ORDER A IS EXECUTED; ORDER B ENTERS CENTRAL CONTROL 
2 ORDER B IS EXECUTED; ORDER C ENTERS CENTRAL CONTROL 
3 ORDER C IS EXECUTED} ORDER D ENTERS CENTRAL CONTROL 
ETC. ETC. 


Fig. 9 — Electronic switching system clock timing. 
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Fig. 10 — Central control order register. 


Since the FSS output is detected by means of a short sampling pulse, 
the first requirement in central control is for a register to receive and 
then hold the order for a cycle time. This register is called the order 
register and is shown in Fig. 10. It consists of 17 flip-flops, one to hold 
each bit of the order, and logic circuits to properly associate the register 
with the circuits connected to it. The first component of the cycle time 
consumed during the processing of an order is the interval from the be- 
ginning of a clock pulse to the time at which the outputs of the flip-flops 
and amplifiers of the order register correctly indicate the bits of the order; 
this is approximately one-third of the cycle time. 

Since the order is binary-encoded, a decoding or translating process is 
next required, to convert the order into a form which can be used for 
establishing the circuit conditions required for its execution. The associ- 
ation of an order translator used for this purpose with the order register 
is shown in Fig. 11. The input to the translator is a 17-bit order; its out- 
put usually consists of signals on a few of more than 100 leads. The trans- 
lator logic circuits and amplifiers themselves require about one-third of 
a cycle time to respond, so that, by the time the proper translator out- 
puts are active, approximately two-thirds of the cycle time has expired. 
The remaining one-third of the cycle time is consumed by those logic 
circuits that act in response to order translator outputs. Clock pulses 
control circuit actions only at the input to central control (between the 
FSS and the order register) and at the output stage of logic circuits where 
the execution of orders is accomplished. 

The order translator outputs are connected in some manner to almost 
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Fig. 11 — Central control order translater. 


every circuit of the central control.* Much of this circuitry consists of 
flip-flop registers, including special-purpose registers associated with 
specific functions and general-purpose registers with multifunctional ap- 
plication. The registers are employed mainly for short-term high-speed 
storage of addresses associated with the various major system units. 
The communication among these flip-flop groups, and between them and 
circuits external to central control, may be achieved through the use of 
a common bus, since the program orders permit only one parallel ag- 
gregate of bits to be communicated in a single cycle time. In addition 
to establishing conditions for communications via the bus, the order 
translator outputs also control actions internal to a register circuit or 
actions associated with circuits having control rather than register func- 
tions. 

Fig. 12 shows a simplified picture of the relationships among the order 
register, order translator, flip-flop group registers, bus, some control 
circuits yet to be described and circuits external to central control. All 
of the registers attached to the bus need only contain 14 or fewer flip- 
flops if it is assumed that this number is sufficient to specify an address 
in any major system unit. As shown, some registers have communica- 
tions both to and from the bus; all of the general-purpose and some 
special purpose registers are in this category. Other special-purpose 
registers have communications either to the bus or from the bus but not 
both, most of these being directly associated with external system units. 

The bus itself consists of 14 pairs of OR gates whose outputs serve as 
the common communication path. For a 14-bit register having communi- 
cation to and from the bus, the paired outputs of its 14 flip-flops can 
be gated to the inputs of the 14 flip-flops of any other register so con- 
nected. 

* It is beyond the scope of this article to cover completely the many detailed 


functions of central control. It is intended, rather, to develop and explain only 
the more fundamental features. 
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To clarify this arrangement and to illustrate how a simple program 
order is carried out by central control, an example is given which involves 
only those circuits already discussed. Let us examine how the order 
“Gate the information in flip-flop group A to flip-flop group B” (opera- 
tion type 10, Table V) is accomplished. The logic circuit actions result- 
ing from this order are shown in Fig. 13. At time 0 in this example a pro- 
gram order enters central control from the FSS coincident with a clock 
pulse and is held by the order register. As time elapses, the flip-flops of 
the order register respond to the order and the order translator logic re- 
sponds to the outputs of these flip-flops. For the order “Gate FFG A 
(flip-flop group A) to FFG B”, two translator outputs are activated, 
one causing the outputs of the flip-flops of 'I’G A to be gated to the bus 
input, the other readying the bus output to be gated to the inputs of 
the flip-flops of FFG B. Thus, within a cycle time following time 0O—that 
is, before the occurrence of the next clock pulse at time 1—the informa- 
tion held by FFG A will have been transmitted via the bus to gates at 
the input of FFG B. Then, at time 1, coincident with the next clock 
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Fig. 12 — Simplified block diagram of central control. 
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pulse, this information is gated into FFG B and the next order enters 
the order register from the FSS. 

A second example, which brings into play an external system unit, is 
shown in Fig. 14. Here the order to be processed, derived from operation 
type 5, is ‘Write 1 in the BGS at an address whose Y part (vertical co- 
ordinate of the 128-by-128 BGS array) is the D code of the order and 
whose X part (horizontal) is stored in flip-flop group Q”’. Here the order 
translator activates four of its outputs, which (a) gate the D code order 
register flip-flop outputs to the Y half of the bus input, (b) gate the 
X half flip-flop outputs of FFG Q to the X half of the bus input, (c) 
ready the bus output to be gated to the BGS address leads and (d) ready 
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Fig. 13 — Central control circuits for simple nondecision order: ‘‘Gate FFG 
A to FFG B.” 
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a Write 1 signal to be gated to the BGS. When the clock pulse occurs at 
time 1, this order is executed. 


8.2 Decision Making 


Both of the examples just presented involved nondecision operations; 
that is, the Gate FFG to FFG and Write 1 in BGS orders can be followed 
only by the succeeding order in the program, located at the next FSS 
address. We will now develop the decision-making logic which comes into 
play on decision (reading or matching) operations when the following 
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Fig. 14 — Central control circuits for another nondecision order: ‘‘Write 1 
in BGS at Y address given in D code of order, X address preset in X half of flip- 


flop group Q.” 
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action is one of two alternatives, and discuss the way the clocking of the 
system is affected. 

A complication arises where decisions are involved because, at the 
same time an order is executed, it is displaced from the order register by 
the succeeding order. Since the response to a decision operation occurs 
after the execution of that operation, means must be provided for recov- 
ering certain basic information in the order which will determine, when 
combined with the response, which of two alternative actions is to follow. 
This point is illustrated in Fig. 15 which shows the timing involved when 
a Read BGS order (described in detail below the figure) is performed; it 
should be noted that, if the BGS response is 0, the system continues with 


DECISION ORDER DECISION ORDER DECISION 
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NON-DECISION ORDER A ENTERS CENTRAL CONTROL, 
FSS GOES TO ORDER B 


1 ORDER A EXECUTED; (DECISION) ORDER B ENTERS 
CENTRAL CONTROL; FSS GOES TO ORDER C 


2] ORDER B EXECUTED; ORDER C ENTERS CENTRAL CONTROL; 
FSS GOES TO ORDER D 





IF READING IS O: IF READING IS 1: 
TIME ACTION TIME ACTION 
3 ORDER C EXECUTED; D ENTERS; es) ORDER C NOT EXECUTED; FSS 
FSS TOE | DIRECTED TO TRANSFER TO 
4 ORDER D EXECUTED; E ENTERS; ep oUp it SIORER IN ACE ner 
FSS) 10 .F 
: 4+ FSS SIGNALS CENTRAL CONTROL 
5 ORDER E EXECUTED; F ENTERS; THAT TRANSFER IS COMPLETE 
FSS TO G 
ETC ETC 5 ORDER J ENTERS CENTRAL 
CONTROL; FSS GOES TO ORDER K 
6 ORDER J EXECUTED; ORDER K 


ENTERS CENTRAL CONTROL; 
FSS GOES TO ORDER L 


ETC ETC 


Fig. 15 — Central control timing on decision orders. The decision order, desig- 
nated order B, is: ‘‘Read (and regenerate) the BGS at the address whose Y part 
is D the code of the order and whose X part is preset in flip-flop group Q. If the 
reading is 0, continue with the next order (c) in the program; if the reading is 1, 
transfer to order J, which is another point in the program whose FSS address is 
(was previously) stored in flip-flop group T.”’ 
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the next order in the program, whereas if it is 1, a transfer is made. At 
time 2 the Read BGS order (designated order B) is executed; that is, the 
Read-Regenerate lead and an address are pulsed to the BGS; also at 
Time 2, order B is displaced from the order register by order c. The BGS 
response is returned to central control during the interval between time 
2 and time 3. Clearly, if a decision is to be made at time 3 whether or 
not to transfer, the specification contained in the order as to which sense 
of BGS response should cause a transfer must be stored when the order — 
is displaced at time 2. Then, at time 3, this partial memory of the order 
may be combined with the BGS response to determine the decision. Here, 
if the BGS response is 0, order c, which follows order B in the program 
and which entered the order register at time 2, is executed. If the BGS 
response is 1, order c is not executed but, instead, a transfer signal is 
sent together with an address to the FSS. If we assume hypothetically 
that the FSS requires between one and two cycle times to reach the trans- 
fer address and read out the order 3 stored there, a transfer-complete 
signal’ will be returned to central control at time 4+. The effect of the 
clock pulse occurring at time 4 is inhibited because at that time the trans- 
fer has not yet been completed. However, the transfer-complete signal 
at time 4+ permits the clock pulse at time 5 to bring order J from the 
FSS into the order register and causes the FSS to go on to order K. At 
time 6, J is executed, k enters the order register, and the ISS. goes on 
to L, and so forth. 

The addition of the order memory and decision logic used in conjunc- 
tion with decision orders is shown for the previous example in Fig. 16. 
Here five order translator outputs are activated: one gates the X half of 
FFG Q to the X bus; a second gates the D code of the order register to 
the Y bus; a third readies the bus output to be gated to the BGS as 
an address; a fourth prepares a Read-Regenerate order to be gated to 
the BGS and a fifth prepares the “Transfer if 1” flip-flop in the order 
memory to be set. The latter three actions will occur at time 2 (Fig. 15), 
when the clock pulse passes through the decision logic and exits on the 
“Hxecute Present Order” (HPO) lead through gates not shown. Also at 
time 2, order B will be displaced from the order register by order c, but 
not before the order memory flip-flop is set to retain the sense of the 
transfer specified in order B. The BGS response occurs between time 2 
and time 3. At time 3, therefore, if the BGS response is 0 an EPO pulse 
will be generated, causing order c to be executed. (The nature of order 
c is not specified and the circuits shown should not be assumed to be 
adequate to process it). If the BGS response is 1, on the other hand, a 
“Conditional Transfer” (CTR) pulse is generated by the decision logic, 
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Fig. 16 —- Central control circuits for simple decision order: ‘“RY1.” 


which resets the order memory and causes a transfer signal to be sent to 
the FSS, together with the address previously stored in FIG T. In gen- 
eral, every clock pulse is converted either to an EPO pulse, which causes 
whatever order is in the order register to be executed and displaced by 
the succeeding one, or a CTR pulse, which causes a transfer of the FSS 
to a new order located at a previously stored address. 


8.3 Functional Description of Central Control* 


With the basic features of central control design now described, we 
may consider the more complete functional diagram shown in Fig. 17. 


* The material in this section describes in some detail the interrelationships 
among the several registers and control circuits of the central control. If the reader 
wishes, he may proceed at this point directly to Section IX (Programming) with- 
out loss of continuity. 
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Fig. 17 — Functional block diagram of central control. 
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8.3.1 Spectal-Purpose Registers 


On both sides of the bus in Fig. 17 are shown flip-flop groups which 
will hereafter be referred to as “registers.” On the right of the bus are 
special-purpose registers which have access either to or from the bus, 
but not both. Those registers which are used only to communicate 
control or address information to external system units from central 
control receive information from the bus output; those used to pass 
information from external units to central control are connected to the 
bus input. 

In the first class are the following: 

1. Scanner Register. Whenever a Read Scanner order is given, this 
register must already hold the address of the line or trunk whose state 
is desired. 2 

2. Signal Distributor Register. This holds the address of the relay to 
be operated or released by the signal distributor. 

3. Network and Concentrator Control Register. The code stored in 
this register instructs the concentrator and distribution network marker 
circuits what actions to carry out. The addresses involved are stored in 
other registers. 

4, A-Side Network Selector Register. This holds the A-side distribu- 
tion network address to be used in establishing or releasing a distribution 
network connection. 

5. B-Side Network Selector Register. Same as above for B-side. 

6. Concentrator Release Selector Register. This holds the concen- 
trator trunk address when a concentrator connection is released. 

7. Line Selector Register. This holds the line address when a line-to- 
concentrator trunk connection is to be made through the concentrator. 

All these registers may be considered functional parts of the external 
units to which they are connected, since the outputs of their flip-flops 
directly control the actions in these units. They are made physically a 
part of central control to avoid the need for transmitting pulses to them 
from the bus over the distances between central control and external 
units. With this arrangement, only de flip-flop outputs must travel over 
long lead lengths. 

The remaining registers shown to the right of the bus in Fig. 17 have 
access to the bus input, passing information from the network to central 
control. These are: 

8. A-Side Distribution Network Identifier Register. Whenever a con- 
nection including an A-side terminal is either established or released 
this register will store the address of this terminal. 
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9, B-Side Distribution Network Identifier Register. Same as above 
for B-side. 

10. Concentrator Trunk Identifier Register. This receives a partial 
address of the concentrator trunk involved in a concentrator connection 
or release operation. 

11. Line Selector Identifier Register. This receives the line address 
on a concentrator connect operation, or a partial address of a concen- 
trator trunk on a concentrator release operation. The combination of 
the information in this and the previous register specifies the full address 
of a concentrator trunk on a release operation, and of a line and con- 
centrator trunk on a connect operation. 

12. Network Response Register. The flip-flops in this register receive 
indications of whether a network action is ended and whether it is suc- 
cessful or unsuccessful. 


8.3.2 General-Purpose Registers 


To the left of the bus in Fig. 17 are registers which have access both 
to and from the bus. Some.are special-purpose but are available for 
general-purpose use when their special functions are not required. 
Others are provided only for general-purpose use. Their functions are 
described below: 

13. Flying Spot Store Address Register. This is included here to 
facilitate descriptions of other registers, although it has access neither 
to or from the bus. At all times this register holds the FSS address of 
the program order awaiting execution in the order register. An Add 1 
circuit is associated with the ISS address register so that, as each order 
is executed and followed by the next order in the program, the address 
it holds may be incremented. When a transfer occurs, the FSS address 
to which the transfer is to be made is sent to this register as well as to 
the FSS. 

14. Return Address Register. I'requently a program is used repeatedly 
and, because of this, is recorded in the ISS as a subroutine. When a 
program transfers into a subroutine it is often necessary that the pro- 
gram ke resumed following the completion of the subroutine, i.e., that 
the subroutine end with a transfer returning to the program which 
initiated it. The return address register receives from the flying spot 
store address register, upon each transfer, the ISS address following the 
one from which the transfer is made. Thus, a subsequent transfer to the 
ISS address stored in this register will cause the program from which 
the original transfer was made to be resumed. 
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15. Transfer Registers 1 and 2. These hold the FSS address to which 
a transfer may be made as the result of a decision order. The decision 
order must specify from which of the transfer registers the address is 
taken. The reason that two are provided and the function of the Add 1 
circuit associated with one of them will be explained in a later section. 

16. Barrier Grid Store Address Register. This supplies part or all of a 
BGS address on all BGS reading and writing orders. As already ex- 
plained, BGS orders provide at most a seven-bit X or Y address, the re- 
maining seven bits being taken from a flip-flop register. This was the 
register referred to and which also appeared in the examples of Figs. 14 
and 16 as flip-flop group Q. The Add 1 circuit that is associated with it 
is provided for the Add 1 operation listed in Table V. If a number is 
to be incremented by 1, it is first placed in the BGS address regis- 
ter and then acted upon by the Add 1 circuit. Thus the register has two 
special-purpose uses and may be employed for general-purpose use as 
well. 

17. Access Registers 1 and 2. These are the most versatile registers 
of the central control. They are characterized by the fact that their 
flip-flops are individually accessible. As indicated by the many paths to 
and from these registers in Fig. 17, they are used: (a) for communications 
to and from the bus; (b) when a bit is read from the BGS to be stored in 
a flip-flop (operation type 7, Table V); (c) when a bit is read from a 
flip-flop to be stored in the BGS (operation type 8); (d) when a bit is 
to be read from or written into an individual flip-flop (operation types 
2 and 6); (e) to receive translation information from the flying spot 
store, since individual bits of a translation word must be examined. 

18. Matching Register. This is used for the matching operation 
(type 4). In it is placed a number to be matched with another number 
stored in any other register with access to the bus. The associated 
Match circuit compares the two numbers and notifies the decision logic 
of the result. 

19. Memory Registers 1, 2 and 3. These are completely general- 
purpose registers used most frequently to store program addresses for 
later use. 

The registers having intercommunications by way of the bus may be 
thought of as a rectangular matrix of flip-flops, one dimension being the 
number of such registers and the other the maximum number of flip- 
flops per register (14). Not all elements of the matrix are occupied, 
especially in the case of some special-purpose registers associated with 
external units where the number of bits required is fewer than 14. 
Clearly, the flip-flops in such registers must be assigned definite posi- 
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tions on the bus so that proper communications can be carried on with 
the remainder of central control. 


8.3.3 Control Circuits 


On the left side of Fig. 17 are shown the circuit blocks which have 
control rather than register functions. Among them are the order 
register, order translator, order memory, decision logic and clock, all of 
which have already been covered in earlier paragraphs. 

Associated with the order memory is an order memory translator, 
whose outputs affect the two access registers. This translator is required 
for operation type 7, which involves a BGS reading being stored in a 
flip-flop of one of the access registers. As shown in Table VIb, the five- 
bit C code identifies this flip-flop. Since the BGS response occurs after 
the order has been displaced from the order register, the C code must 
be held in the order memory and translated by the order memory 
translator to a one-out-of-32 indication to prepare the input logic of 
the appropriate access register flip-flop for receipt of the BGS response. 

The three circuits associated directly with the BGS and shown near 
the bottom of the figure are the read-write control, address control and 
response circuit. The BGS read-write control determines which, if any, 
of the four BGS orders is to be given (Read and Regenerate, Read and 
Write 0, Read and Change, Read and Write 1); most often the order 
translator alone determines this, but, in the case of operation type 8, 
the state of an access register flip-flop will determine whether a Write 
0 or Write 1 signal is given. The BGS address control gates the bus 
output to the BGS address leads as shown on Figs. 14 and 16. The BGS 
response circuit output is connected to the decision logic for determining 
whether or not to transfer on BGS decision operations, and to the access 
registers for storing a bit read from the BGS into a flip-flop for later use. 

The flip-flop reading circuit shown in Fig. 17 is essentially a large OR 
gate which combines the outputs of all the flip-flops of central control 
which can be individually read (using operation type 2). During the 
processing of a Read Flip-Flop order, the seven-bit flip-flop address is 
converted by the order translator to a signal which permits only the 
output of the corresponding flip-flop to be transmitted into the flip-flop 
reading OR gate. In this way the state of this flip-flop appears at the 
output of the OR gate. 

The flying spot store address control at the top of Fig. 17 receives a 
FSS address from one of a number of possible sources and transmits it 
to the FSS when a transfer is made. Included among these sources are 
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the two transfer registers, the return address register and the bus. The 
ISS address of a transfer also is stored in the FSS address register of 
central control, as already explained. 

The flying spot store order control generates the orders to the FSS. 
Except for a few special situations, whenever the decision logic converts 
a clock pulse to an Execute Present Order pulse, an Advance pulse is 
sent to the FSS, which causes the succeeding order to be gated from 
an output register in the FSS to the order register in central control, 
and then causes this same output register to be filled with the next order. 
When the decision logic converts a clock pulse to a Conditional Trans- 
fer pulse, this circuit sends a Transfer signal to the FSS and the FSS 
accepts a new address from central control rather than stepping along, 
as it does in the case of an Advance. 

The last block yet to be described in Fig. 17 is the sequence control. 
This is the only basically sequential circuit in the central control. It 
functions whenever control of the system is temporarily taken away 
from the program or whenever completely synchronous clock control 
gives way to asynchronous control actions. The two major uses of this 
circuit are in the cases of transfers and ISS translations. 

The time required to complete a transfer is somewhat variable over a 
small range because of the characteristics of the FSS.5 The sequence 
control therefore acts to inhibit clock pulses following the one on which 
a transfer occurs from affecting the central control until it receives a 
Transfer-Complete signal from the FSS. It causes the clock pulse fol- 
lowing this signal to gate the order at the transfer location from the FSS 
to the order register and then returns normal synchronous control to 
the clock. 

In the case of a FSS translation, a transfer is made to an address 
where a translation word, not an order, is to be read out and stored 
directly in the access registers. Clearly, a separate control circuit is 
necessary to accomplish this, since the ISS cannot be used simultan- 
eously to control the system with an order and to act as a source of 
translation information. Here, the sequence control steers the ISS out- 
put into the access registers rather than the order register. It then 
causes a second transfer to the address held by the return address 
register, causing control to be returned to the program order follow- 
ing the one which initiated the FSS translation. 

This completes a functional description of central control. All func- 
tions are realized through the use of diode AND and OR gates, flip- 
flops and inverters. Added to this basic logic are amplifiers, emitter- 
followers and other supporting circuits. A central control like the one 
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described would contain on the order of 2000 transistors and 15,000 
diodes. 


IX. PROGRAMMING 


This final section deals with the writing of the programs which will 
be recorded on the photograph plates of the flying spot store. A program 
is a group of orders, each encoded into a 17-bit word, which specifies in 
complete detail what the system is to do. From the programmer’s view- 
point, the nature of the central control and other circuit action occurring 
in the execution of the order is of little concern. It is essential that the 
programmer know only the action taken as a result of each order, and, 
in all cases, this is specified by its definition. 

This section of the article will, therefore, have little direct relation to 
the previous one. Its purpose is to explain how electronic switching 
system programs are composed and, in the process, to illustrate a few 
of the problems confronting the programmer. 


9.1 A Detailed Order Structure 


Before programs can be written there must exist a complete list of 
available program orders, each precisely defined. The basis for such a 
list was established earlier and is shown in Table VIb. It is now ap- 
propriate to derive from this list of operation types a set of program 
orders. Considerations related to those discussed earlier are used in 
arriving at variations of the operation types which will prove to be 
useful orders. The patterns of system actions depicted on the sequence 
charts are especially helpful in forming judgments as to the potential 
utility of a proposed order. Ease of circuit implementation is also a 
contributing factor. 

After a tentative list of orders is composed and some programs are 
written, orders which are found to have infrequent application and can 
be replaced by combinations of other orders are deleted; others may be 
added as a result of discoveries of useful applications by programmers. 
A stable order structure eventually emerges. 

The order structure to be used in this article is shown in Table VII. 
The listing includes 38 orders, 16 decision and 22 nondecision. For each 
order is shown (a) a symbolic designation having mnemonic significance, 
(b) the operation type in Table VIb from which it is derived, (c) its 
numerical (ABCD) coding in decimal form and (d) an abbreviated but 
precise definition. 


Tasie VII 





No. 


Symbol 


Opera- 
tion 
Type 
(from 
Table 
VIb) 


Description 





Decision Orders 





ao FF WwW 


10 
11 
12 
14 


15 


16 











RY- 
RX- 
LY- 
EX- 
CY- 


CX- 


RP- 

RYB- 
RXB- 
IYB- 
EXB- 
RFF- 


R&- 
MY- 


MX- 


MB- 




















= WwW bd 


or 


15 





| | 





Read and regenerate BGS at Y specified by 
D (X% given by BGX). 

Read and regenerate BGS at X specified by 
D (Y given by BGY). 

Read and erase BGS at Y specified by D 
(X given by BGX). 

Read and erase BGS at X specified by D 
(Y given by BGY). 

Read and change BGS at Y specified by D 
(X given by BGX). Suffix refers to read- 
ing before change. 

Read and change BGS at X specified by D 
(Y given by BGY). Suffix refers to read- 
ing before change. 

Read and regenerate the BGS at address 
stored in BG. 

Read and regenerate at Y specified by D 
(X given by BGX). Store Y in BGY. 
Read and regenerate at X specified by D 
(Y given by BGY). Store X in BGX. 
Read and erase at Y specified by D (X 

given by BGX). Store Y in BGY. 

Read and erase at X specified by D (Y 
given by BGY). Store X in BGX. 

Read miscellaneous flip-flop specified by D. 

Read the scanner at address preset in S. 

Match the Y bits of M with the Y bits 
of the FFG specified by D. Match = 1; 
mismatch = 0. 

Match the X bits of M with the X bits 
of the FFG specified by D. Match = 1; 
mismatch = 0. 

Match the contents of M with the con- 
tents of the FFG specified by D. 
Match = 1; mismatch = 0. 





Decision Order Modifier Suffixes 








0, 0 | 
1, 0 
0, 2 
12 
0,1 


? 








If 0 is read, take next order from address 
given by Tl. 

If 1 is read, take next order from address 
given by T1. 

If 0 is read, take next order from address 
given by T2. 

If 1 is read, take next order from address 
given by T2. 

Add 1 to Y part of contents of T1. Then, if 
0 is read, take next order from address 
given by Tl. 

Add 1 to Y part of contents of T1. Then, if 
1 is read, take next order from address 
given by Tl. 
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Taste VII — Continued 





Opera- 
tion 
No. Symbol ae A, B Cc D Description 
Table 
VIb) 
Nondecision Orders 
17 | WOY 5 | 7,3 | 0|—| Write a0 onthe BGS at the Y address spec- 
ified by D (X given by BGX). 
18 | W1Y 5 | 7,3 | 1]|—] Write a1 onthe BGS at the Y address spec- 
ified by D (X given by BGX). 
19 | WOX. 5 | 7,3 2|— | Write a0 onthe BGS at the X address spec- 
ified by D (Y given by BGY). 
20 | W1X 5 | 7,3 3 | — | Writea 1 onthe BGS at the X address spec- 
ified by D (Y given by BGY). 
21 | WOP 5t | 7,3 4 | — | Write a 0 on the BGS at the address con- 
tained in BG. 
22 | WIP 5¢t | 7,3 | 5|— | Write a 1 on the BGS at the address con- 
tained in BG. 
23 | WOFF 6 7,3 6 | — | Write a 0 inthe miscellaneous flip-flop spec- 
ified by D. 
24 | W1FF 6 | 7,8 7 | — | Write a 1 inthe miscellaneous flip-flop spec- 
ified by D. 


25|RYFA | 7 | 3,0 


| 
| 


Read and regenerate the BGS at the Y 
address specified by D, and transport the 
bit to the access Re flop specified by C 
(X given by BGX). 

26 | WFAY 8 | 3,1 |—|—] Transport the contents of the access flip- 

flop specified by C to the BGS at the Y 
































address specified by D (X given by 
BGX). 

27. | ST1 9 | 4,- | —|—] Set up transfer register 1 to the number 
specified by B, C, D. 

28 | SAL 9 | 5,- | — | — | Set up access register 1 to the number spec- 
ified by B, C, 

29 | SA2 9 | 6,- | — | — |} Set up access register 2 to the number spec- 
ified by B, C, D. 

30 | SY 9+ | 7,3 | 10 | — | Set up BGY to the number specified by D 

31} SX 9+ | 7,3 | 11 | — | Set up BGX to the number specified by D. 

32 |G 10 | 3,3 | —|— | Gate the contents of the FFG specified by 
C to the FFG specified by D. 

33 | T lla | 2,- | —| — araueier to the address specified by B, C, 

34 | TFG lib | 7,3 | 12 | — | Transfer to the address contained in the 
FFG specified by D 

35 | AY 12 | 7,3 | 138 | — | Add 1 to BGY. 

36 | AX 12 | 7,3 | 14} — | Add 1 to BGX. 

37 | RGY 13 | 7,3 | 15 | — | Regenerate the BGS at the Y address spec- 
ified by D (X given by BGX). 

38 | RGX 13 | 7,3 | 16 | — | Regenerate the BGS at the X address spec- 
ified by D (Y given by BGY). 











* Modifier code. 
t Size of address not same as specified in Table VI. 
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A decision order must besuffixed with a modifier indicating which 
sense of response should cause a transfer. There are six modifiers: (a) 
“QO” suffixed to a decision order (e.g., RYO) means transfer on a O re- 
sponse to the ISS address stored in transfer register 1; (b) the “1” 
suffix causes the transfer on a 1 response; (c) and (d) the 02 and 12 
suffixes are the same as those above, respectively, except that the 
transfer address is taken from transfer register 2; (e) and (f) the 0A 
and 1A modifiers are similar to 0 and 1 except that the FSS Y address 
held by transfer register 1 is incremented by 1, the purpose of this to be 
illustrated by a later example. Thus, by adding one of the six modifiers 
to a decision order it is possible to cause a transfer on either a 0 or 1 
response to the ISS address stored in either transfer register 1 or 2, 
and, if transfer register 1, either changing or not changing the Y part of 
the address stored there. 

The 16 decision orders are derived from the first four operation types. 
The RY-* order causes the BGS to be read and regenerated at the Y 
address specified by the D code and the X address preset in the X half 
of the barrier grid register of central control. The RX- does the same, 
except that the D code is the X address and Y is preset. The EY- and 
EX- orders are similar, but the BGS is read and erased instead of re- 
generated. The CY- and CX- cause the BGS to be read and changed; 
here, for decision purposes, the response is assumed to be the reading 
before the change occurs. The RYB-, RXB-, EYB- and EXB- are the 
same as RY-, RX-, EY- and EX- except that the D code is gated to the 
Y or X half of the barrier grid register in central control as well as to the 
BGS as a Y or X address. This is provided for those cases where it is 
useful to keep track in the barrier grid register (BG) of the BGS address 
last. visited::The. RP- order causes the BGS to be read and regenerated 
with the entire address preset in BG, the order itself containing no ad- 
dress. 

The MY- order causes the contents of the Y half of the register 
specified by the D code to be matched against the contents of the Y 
half of the match register. The 1 suffix is used for the “‘match’’ response 
and the 0 suffix for “‘mismatch’’. MX- accomplishes the same for the 
X halves and MB- for both halves together, or the entire contents of 
both registers. 

The RII- and RS- orders are the only ones derived from operation 
types 2 and 3 and their definitions are self-explanatory. 

The 22 nondecision orders are derived from operation types 5 through 


* The hyphen stands for a modifier, which must be attached. 
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13 of Table VI, and their descriptions in Table VII require no amplifica- 
tion. 


9.2 The Register Matrix 


Combinations of the program orders described above are used to 
effect all system actions, many of which involve the central control 
together with some other system unit. Because the major system com- 
‘ponents (Fig. 1) differ in function and size, a “numbering plan’’ is 
formed which ties them together in proper association. In central control, 
the numbering plan is reflected to some extent in the relationship of 
each flip-flop register to the bus. Table VIII shows the bus having 14 
positions divided into X and Y coordinates. The general-purpose registers 
occupy the full 14 positions, whereas the registers associated with other 
system units are tailored, both with respect to size and placement on 
the bus, to the numbering plan. 

If a 12-bit scanner address were to be taken from the BGS and placed 

in the scanner register via access register 1, for example, the 12 bits 


TaBueE VIII 


Register X Position Y Position 
Lae reMa oy: shown in 
el Xo]X5|X4|X3|Xe2[X1 


Al 13/12|11}10| 9) 8 
A2 27 /26)25|24)23}22 


BGX* 2/22) 2/2/58 
Tl =|=/=/2|/5|= 


ar | % [os 
mS 
eclcs 


tu WSS 
WS 
NitSsen |S 
ll&e | 


tl Sas 1s 
i ee: 


lito | S 
tiie. | 






























































M =|=|=|=/=|2 























= 
| 
ll 
Il 
Il 
| 
| 














QA TUNE UIE NUD AU th 


QU DD UL ALTE UD ALE UL 




















a 
mR 
ar 
IML 
tL HI 
HH lt 




















UNL UNH A 








CQ 
na 
TA 
It 
Hil 
il 
It {i 





























QU TSE AD TE ATE NUE UNDUE TTT 


QMS NE LD UGLY AUD ATE AUNTIE 
UU TU I UD AID NE ASTD OND AU UV AT WUL UTNTA 


WU AUD UU UE AG AUD AD UKE AE UY LTTE TL 
HONE AL WU DUT UES UC AD IUD ATTA TULU 


TROT AN AIT TAY AAT AU 


UML Ah 























WAL TUN UD UL U0 UG AU VO UO AY RU ATL 


QIN INC TMD UU UE AU EE UAE ATT 


AiAat 
HOw 
NHN UL 
MIM UM UHI 


TL TAM AH 


II UI 
ML {Mth 




















UNL TMA 
ATT A 
TTA MM 
UL AL 

















* BGX and BGY together comprise BG but are separately 
addressable. 


FUNCTIONAL DESIGN OF STORED-PROGRAM ESS 1369 


would have to be placed from the BGS into access flip-flops 0, 1, 2, 3, 4, 
5, 7, 8, 9, 10, 11 and 12. Access register 1 could then be gated to the 
scanner register, since these flip-flops occupy the same bus positions as 
the 12 flip-flops of the scanner register. 


9.3 Lxamples of the Uses of Program Orders 


In this section several examples of the uses of program orders are 
given. Each example contains a sequence to be programmed, any BGS 
layout involved in the sequence and one or more programs fulfilling the 
requirements of the sequence. In the examples the symbolic languages 
for sequences and programs already presented will be employed. Fre- 
quent reference to Table VII will be helpful. 


Example 1 — Fig. 18 


The sequence in this example requires the writing in two BGS loca- 
tions having different Y addresses (A, T) and a common X address 
(R1). The corresponding program contains three orders. The order 
SX = RI is used to place BGS X-address R1 in the BG register of central 
control (see Table VIII); this is necessary since orders to read or write 
in the BGS contain at most an X or Y address, the other half being 
preset in BGY or BGX, respectively. The orders W1Y = A and WOY = 
T are used to write 1 in R1-A and 0 in R1-T, A and T being the Y 
addresses specified in these two orders with X preset as a result of the 
previous order. The = sign in a program order separates the operation 
part of the order from the address(es) at which the operation is carried 
out. 


BGS 


SEQUENCE PROGRAM 
SX=RI 
W(1)—+(RI-A) WIYSA 
WOY=T 
W(0)—(RI-T) 





Rt 


Fig. 18 — Programming example 1. 


1370 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


Example 2 — Fig. 19 


The sequence here requires writing 1 at two BGS locations having a 
common Y address (T) and different X addresses (V1, V2). Three 
alternative programs are shown. 

Program (a) is analogous to the previous example, except that X 
and Y are interchanged and 1 is written at both BGS locations. 

Program (b) begins with the orders SY = T and SX = VI, placing 
the entire BGS address of V1-T in the BG register. The order W1P 
causes a 1 to be written at this address. Then SX = V2 and WIP cause 
a 1 to be written at V2-T. 

Program (c) is similar to (b) except that the BGS address V1-T is 
placed in the BG register by first placing it in access register 1 (A1) 
and then gating the contents of Al to BG. Thus the orders SA1l = V1, T 
(which places V1 in the X half and T in the Y half of Al) and G = Al, 
BG accomplish this. The remaining three orders are identical to those 
of (b). 

Program (a) requires the fewest orders (three) and would therefore 
be used. Programs (b) and (c) are shown to introduce the use of the 
WIP, SA1 and G orders. 


BGS 








SEQUENCE 
W (1)—+(V1-T) 
| 
W (1)—=(V2-T) 
| 
v1 v2 
ALTERNATIVE PROGRAMS 
(a) (b) _ (c) 
SY=T SY=T SAI =V1,T 
WIX=V1 SX=VI G=AI,BG 
WIX =Vv2 WIP WIP 
SX=V2 SX=V2 
WIP WIP 


Fig. 19 — Programming example 2. 
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Example 3 — Fig. 20 


This sequence involves a decision based on the reading of BGS loca- 
tion NR-A. If the reading of NR-A is 1, a 1 must be written in NR-RW;; 
if it is 0, NR-A must be changed to 1. 

In program (a) the decision order RY1 = A is preceded by ST1 = 
r, which places in transfer register 1 the address r of the program to be 
transferred to if the reading of NR-A is 1. In program (b) the transfer 
is made instead when the reading of NR-A is 0 and the two writing 
orders following it are interchanged with respect to program (a). The 
choice between these two programs in this case would be to make the 
transfer the lower-probability event, since it consumes more time than 
advancing to the next program order. 

Program (c) is similar to (a) with X and Y interchanged. In this case, 
the group of orders SY = A, ST1 = 7, RX1 = NR have exactly the 
same over-all effect as the corresponding orders of (a). In (c), however, 











BGS 
SEQUENCE 
R (NR-A) T] 
RW] 
[| 
W (1) —» (NR-RW) W (1) —» (NR-A) 
lA 
{ 
NR 
ALTERNATIVE PROGRAMS 
a 
(a) SX=NR (b) SX =NR 
STt=r STl=r 
RYI=A RYO =A 
1 () o 6 6r) 
WIY=A WIlY = RW WIY =RW WIY=A 
() sya QD) vin 
STi=r STt=r 
RX1I=R RXBI =NR 
{ (Vr) 1 (r) 
WIX =NR SX =NR WIP WIY=RW 
WIY = RW 


Fig. 20 — Programming example 3. 
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an additional order (SX = NR) is necessary before a 1 can be written in 
RW, since the X address NR must be placed in the X half of the BG 
register before WLY = RW will have the desired effect. 

The additional order is avoided in (d), where the RXB1 order is 
used in place of RX1. The order RXB1 performs the reading function 
of RX1, but also causes the address part (NR) of the order to be gated 
to the X half of the BG register, making unnecessary the order SX = 
NR used in (c). Also, W1X = NR in (c) is replaced by W1P in (d), 
since the combination of SY = A and RXB1 = NR result in the full 
address of NR-A being in the BG register. 


Example 4— Fig. 21 


The sequence in this example involves a hunt among a group of BGS 
registers R1, R2, --- RN for one in which the A location reads 0. When 
such is found a 1 is written in the A location and the program reaches 


SEQUENCE BGS 


R(RI-A) 











W (1) A 
LA , 
| (ReciereR) (OTHER) 
(a) | 
(b) R(Rnext-A) 
SY=A 
STI1=S PROGRAM 
RXBO=RI o~ tS 
RXBO=R2 
RXBO=R3 
i} 
1 1 
) ! 
RXBO=RN ol! 
| WIY=A 
(b) 


Fig. 21 — Programming example 4. 
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point a. If none is found the program reaches point b. Frequent use of 
the RXB order occurs in this type of program. 


Example 5 — Fig. 22 


This sequence illustrates the use of the Read-and-Erase (EY and EX B) 
orders. The sequence requires that a reading be made of NR-A; if the 
reading is 1, NR-A should be written to 0. Programs (a) and (b) are 
otherwise similar to programs already described. 


Example 6 — Fig. 23 


This example illustrates the use of the Read-and-Change (CY) order. 
The sequence requires that a counter (PC) containing two bits (PCA, 
PCB) be incremented by 1 followed by a 1 being written into OR1-TR. 
The incrementing is done by first changing the value of the least sig- 
nificant bit (PCA). If the value of PCA is changed from 0 to 1, the 
process is finished; if PCA is changed from 1 to 0, the value of PCB is 
changed and the process is finished. 

Program (a) accomplishes this using types of orders already de- 
scribed in previous examples. After setting the X half of the BG register 
to ORI and transfer register 1 to v, the PCA bit is read (its Y address 








BGS 
SEQUENCE 
R (NR-A) 
1 
RW 
W (0) —» (NR-RW) W(0) —» (NR-A) Rw 
W(t) —»(NR-RW) 
A 
4 
NR 
ALTERNATIVE PROGRAMS 
a b 
( ) SX=NR ( ) SY-A 
STi=t sti =t 
a mad i . 1 (t) 
WOY =RW WIY=RW WO0OY=RW WIY =RW 


Fig. 22 — Programming example 5. 
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BGS 


SEQUENCE 


ACI) i (ORI-PC) 


COUNTER 


W(1) —> (ORI-TR) PC 
| (2 BIT) 











ALTERNATIVE PROGRAMS 


(a) SX=ORI (b) sx=or! 
STIl=v ST1=W 
RYBO=PCA CYO=PCA 









WOP 
RYBO=PCB 


CYO=PCB 


WIP 
WOP = 


T=2 
WIY=TR ec eee | 


Fig. 23 — Programming example 6. 


being gated to the Y half of the BG register since RYBO is used). If 
the reading is 0, a transfer is made to v and a 1 is written in PCA by the 
WIP order; since the process is then finished, a transfer is made by the 
T = « order to program location x, where the sequence continues with 
W1Y = TR. If the reading of PCA were 1, on the other hand, it would 
be written to 0 by the WOP order and PCB would be read with the 
pattern repeating. 

Whereas program (a) contains nine orders, the use of the CY order in 
program (b) reduces the number of orders to five. The CYO order both 
reads a bit and changes its value, combining the functions of RYBO, 
WOP and W1P in program (a). 


Example 7 — Fig. 24 


The sequence of this example calls for three successive decisions 
based on the reading of three BGS locations (NR-P, Q and R). Since 
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presumably different actions take place on each possible leg of the 
sequence (a, b, c, d), a different program location must be provided for 
each. ; 

Program (a) contains seven orders and fulfills the requirements of 
the sequence in a straightforward manner. Note that a separate ST1 
order must ke used preceding each RYO order to provide the different 
program locations a, b and c. 

In program (b) the repeated use of ST1 is eliminated by using the 
RYOA order (refer to Table VII-decision order modifiers). This order 
performs the function of RYO but in addition increments the address 
in transfer register 1. Thus, program location b becomes related to 








SEQUENCE 
R(NR-P) 
BGS 
O | 
(a) R(NR-Q) 
fe) 
| | 
(b) R(NR-R) Rl 
O 1 
(c) (d) ‘ mE 
ALTERNATIVE PROGRAMS 
(a) SX=NR (b) SX =NR 

STiza STl=a 
RYO=P RYO=P 

| 0 | o) 
STI=b (a) RYOA=Q (a) 
RYO =Q O 

) 
RYOA=R (b)=at+ly 
ST1=c (b) O 
RYO=R 
O (d) (Cc)=at+2yY 
=p+1Y 


(d) (Cc) 


Fig. 24 — Programming example 7. 


1376 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


program location a by a difference of 1 in the Y coordinate, and the two 
may be used as starting points for completely different and unrelated 
programs. The same applies to program location c. 


Example 8 — Fig. 25 


This example illustrates the programming of a simple subroutine. A 
subroutine may be thought of as a program required under many and 
varied circumstances but recorded only once to conserve program space. 
Thus a subroutine may be transferred into from a number of sources 
and must, upon completion, cause a transfer back to a place associated 
with the source involved. 

The sequence shown should be considered extracted from a larger 
sequence and requires that a 1 be written in OR-A1 of the BGS. 
But there are several OR’s, and the X address of the one desired is 
recorded elsewhere in the BGS, in NR-ORX1 to NR-ORX7. These 
seven bits must be extracted and transported to the X half of the BG 
register to steer action to the appropriate one of the several OR’s. Since 
this action occurs repeatedly in different parts of the program, the 
process of extracting the seven bits from NR is made a subroutine. 


BGS 


SEQUENCE 


W(0) —> T 





iT (OR X ADDRESS) NR-=CC}s, 
| SUBROUTINE 


W(1) —* (OR-Al) 





Flyfelslejofs[ 





















PROGRAM 
WOY=T (d) 
T=d rT | 
G=AI, BGX SX=NR 
WIY=A RYFA=ORXI, 7 


RYFA=ORX2, 8 

RYFA = ORX3,9 

RYFA=ORX4, 10 
RYFA=ORX5,11 
RYFA=ORX6, 12 
RYFA=ORX7,13 
TFG=RA 


Fig. 25 — Programming example 8. 
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The program first transfers to the subroutine located at d (T = d). 
The subroutine begins with SX = NR to confine succeeding BGS 
operations to the proper X address. This is followed by a series of seven 
RYIFA orders, each reading one of the seven bits from the BGS to a 
flip-flop in access register 1; the address part of these orders contains 
both the BGS Y address of the bit being read and the identity of the 
access register flip-flop into which the bit is placed. It should be noted 
from Table VIII that the bus positions of the seven flip-flops chosen 
coincide with those of the X half of the BG register. The subroutine 
ends with TFG = RA, which causes a transfer back to the return address, 
one address beyond that from which the transfer to the subroutine was 
made, as stored in the return address register. The order G = Al, BGX 
then gates the seven bits from flip-flops of access register 1 to corres- 
ponding flip-flops of the BG register, and WI1Y = OR-A1 causes a 1 
to be written in the Al location of the proper one of the OR’s. 


9.4 Programming a Larger Sequence 


In this section some of the techniques introduced in the foregoing 
examples are brought together in the programming of the larger sequence 
shown in Fig. 26*; the associated BGS layout is given in Fig. 27. A 
program satisfying the requirements of the sequence is given in Fig. 28. 
Program locations (flying spot store addresses) a, 0, c, d, e, f are shown 
both in the program and on the sequence chart to relate corresponding 
portions of the two. 

Beginning at point a in the sequence, a reading must be made of 
OR1-A1, a location in the BGS. If it is 0, OR2-A1 is read, and so forth 
through all the OR’s in the BGS. If a 1 is read, on the other hand, the 
sequence requires | to be added to AIT and then a reading to be made 
of AIT. If it is 1, OR(NEXT)-A1 is read as before; if it is O (point b) 
a reading is made of LL. 

The program for this portion of the sequence is shown in Fig. 28 at 
location a. A pattern of alternation of RXBO = OR- and CY12 = AIT 
orders is evident. The RXBO orders perform the function of reading 
Al for each OR; each RXBO is preceded by ST1, so that if the reading 
is 0 a transfer is made to repeat the process for the next OR. If the 
reading on RXBO is 1, CY12 = AIT is performed, adding 1 to the AIT 
counter. A transfer to the address in transfer register 2 (point 6) will 
then take place if AIT was 1 and was changed to 0; otherwise, the next 
OR will be treated. The result of the process to this point is that a trans- 
fer to b will occur for each OR satisfying the conditions Al = 1, AIT=1 
(before the addition of 1, making AIT = 0) as required by the sequence. 


* The particular system function performed by the sequence is of no concern 
in this section and will not be described. 
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The correspondence between the remainder of the program and the 
requirements of the sequence is left to the reader. 


9.5 A Typical Programming Problem 


Previous examples have clearly shown that a number of different 
programs can be written which satisfy the requirements of a given 
sequence. The programming problem is therefore not primarily one of 
arriving at a correct program as much as arriving at one which is both 
correct and optimal. In programming a real-time system like the one 
described in this paper, two minimization criteria apply: program space 
(number of orders) and program time (time consumed per unit of real 


FROM MAIN PROGRAM 


(a) 
R(OR1-Al) 















(b) 
0 
| 
fey REL 
0 
| 
mgr 
W(0101)—»DS3 
| (OTHER) (0000) 
R(NR-A 
3 T(PC)—*CC 
\ O w(0000)—+ PC 
l 
w(1)—(NR-RW) — W(1)—»(NR-A) wiol-=PSPD 
| 
W(1)—» RN ee A(1)—»DLC 
TO SUERCe | 
SEQUENCE | meee 





O00 O01 O10 Ol 100 1o1 10 TN 
T 
TO OTHER SEQUENCE 





(LAST OR) (OTHER) 





| 
TO OTHER R(OR -Al 
SEQUENCE (ORwexr Al) 


Fig. 26 — A sequence chart to be programmed: Abandoned and interdigital 
timing (AIT). 
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time). The optimal program is the one which minimizes some elusive 
function of these two variables. 

In most programming problems the two effects are opposite; i.e., 
program space reduction is usually accompanied by an increase of pro- 
gram time, and vice versa. A simple example of this is illustrated in 
Fig. 29. Program (a) contains 65 orders and consumes 65 cycle times; 
program (b) contains only 11 orders but consumes 259 cycle times. 

In general, the programmer combines qualitative and quantitative 
judgments in deciding the relative merits of alternative courses of 
action in this and similar situations. 


9.6 The Assembly of Programs 


The writing of programs in symbolic mnemonic form has the valuable 
advantage of detaching the programmer from unwieldy numerical 
coding details which would tend to increase the number of errors made. 
On the other hand, symbolic programs necessitate a process of con- 
version to the binary form in which programs are actually recorded in 
the flying spot store. 

The latter process, referred to as assembly, is mechanized by the use 
of a digital computer. Into the computer are placed a symbolic program, 


BGS (NOT TO SCALE) 













































































Fig. 27 — Associated BGS layout for AIT scan program. 


(a) 


(a2) 


(a3) 


(8)Last) 


Ff) 


RXBO=ORI 













CY12=AIT 


STl=a3 
RXBO=OR2 


CYl2 =AIT 


STl=a4 
RXBO=OR3 


Stt=t 
RXBO=OR ast) 


CY12=AIT 


( 









(b) 
G=RA,MI 
STti=c 
RYO=LL 
STl=d WIY=T 
RY1=PC1 W1Y= DS3-1 
(d) WOY = DS3-2 
WIY =DS3-3 
RY1=PC2 RYFA=PCI,! WOY =DS3-4 
RYFA=PC2,2 G=BG,M2 
RYFA =PC3,3 SX=NR 
RY1=PC3 RYFA =PC4,4 RY!IA=NR-A 
WOY=PCI (e) 
WOY=PC2 
RY1=PC4 WOY =PC3 WIY=NR-A  WIY =NR-RWI1 
WOY = PC4 G=M2,BG 
WOY=PSPD WIY=RN 
TFG=MI CYOA=DLCt () TFG =MI 
RETURN io) CYOA=DLC2 ST1=t 
SCAN AIT (r) RY{=DLC2 (t) 
= STl=V STi=w 
(S) (Vv) (Pp) (Ww) 
Olls 111 
1 1 


0001 1001 
i] t 


Q104 1101 OoOl1 
t U i] 





10114 
t 


TO OTHER PROGRAM 


Fig. 28 — Scan program for AIT. 
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a series of tables specifying the conversions from symbols to binary 
numbers of the operation-parts and address-parts of program orders, 
and a set of rules in the form of a computer program for applying the 
conversions to the symbolic program. Out of the computer comes the 
binary encoded result ready to control the exposure of the photographic 
plates of the flying spot store. 


9.7 Simulation 


In the testing of a large stored program system, there is the serious 
problem of initially distinguishing program errors from equipment 
troubles. In the case of the experimental electronic switching system an 
attempt was made to attain an error-free program, so that any dif- 
ficulties encountered later in laboratory tests of the system could be 
definitely attributed to equipment. 

To accomplish this a large general-purpose digital computer was 
used to simulate the physical system while the latter was still in its 
final stage of design. The computer was programmed to image all the 
memory of the system, accept program orders written in electronic 
switching system language and interpret and carry out these orders on 
the system image. In this way, ‘‘telephone calls’? were processed in the 
computer and information was printed to indicate the success or failure 


ALTERNATIVE PROGRAMS 






(a) (b) 
SY=23 SY=0 
RGX=0 SX=0 
RGX=2 (r) RGY=23 
! AX 
CXO=0 
RGX =63 
(END) 
CxOo= 
23 
I 
I fo) 
cxo=5 ON 63 127 
“COUNTER 
(END) 


PROGRAM SPACE: (@) = 65 ORDERS, (b) = 11 ORDERS 
TIME: (@) = 65 CYCLE TIMES 
(b) =[3+4 (64)] =259 CYCLE TIMES 


Fig. 29 — Time vs. program space. Sequence: ‘Regenerate the 64 BGS loca- 
one: in the left half of row 23. Space for a six-bit counter is available if desired.” 


1382 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


of the calls; if the latter, additional information was made available 
aiding the location of the part(s) of the electronic switching system 
program causing the failure. After corrections were made based on this 
information, the process was. repeated. until the computer reported 
perfect operation of the program. 


X. SUMMARY 


This article describes the design of a stored-program electronic 
switching system from a functional viewpoint. Included are: (1) a 
description of the major functional units of the system, (2) the intro- 
duction of a language and form to describe the sequence of system 
actions, (3) some examples of how these sequences are created, (4) a 
presentation of the inter-relationships among sequences in the form of a 
general pattern of system operation, (5) the development and encoding 
of an order structure for a stored program, (6) some basic considerations 
in the design of circuit logic to implement this order structure, (7) a 
functional description of the organization of this circuit logic, (8) several 
examples of how programs are written and (9) brief discussions of the 
processes of program assembly and system simulation. 
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A High-Speed Line Scanner for Use in an 


Electronic Switching System 


By A. FEINER and L. F. GOELLER, JR. 
(Manuscript received July 2, 1958) 


A high-speed multiposition electronic switch has been developed to act as 
a time-division information-gathering device for the experimental electronic 
switching system. This switch, called the scanner, provides central control 
with random access to all lines and trunks terminating in the central office 
and permits sampling their states for the reception of supervisory and dial 
pulse signals. 


I. INTRODUCTION 


An earlier article! on the experimental electronic switching system 
described the role of a scanner in an electronic telephone office. The 
scanner, which is the real-time data input circuit for the system, can be 
thought of as a multiposition electronic switch. Directed by a binary- 
coded address from the central control, the scanner samples the voltage 
present at any one of its input terminals and transmits a quantized one 
or zero signal to central control. All lines and trunks are examined 
periodically at a rate fast enough to detect dial pulses as well as super- 
visory changes in state. 

In addition to lines and trunks, the scanner connects to a number of 
test points in other functional units of the electronic switching system 
to simplify automatic testing for preventative or corrective mainte- 
nance. The place of the scanner within the electronic switching system is 
shown in the block diagram, Fig. 1. 


1.1 Line and Trunk Circutts 


The scanner is a voltage-operated device and as such draws very little 
current from the circuits it samples. Scanner voltages are developed in 
line and trunk circuits as shown in Fig. 2. Line circuits, which are asso- 
ciated with the great majority of scanner inputs, operate in a straight- 
forward manner. Very little current flows from the —50-volt central 
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Fig. 1 — Block diagram of the experimental electronic switching system. 


office battery when the customer’s phorie is on hook. Thus, point a is 
at ground and point B is at —50 volts. When the customer picks up his 
phone, the loop is closed through the subset and current flows through 
R, and Rz, driving A negative with respect to ground and B positive 
with respect to —50 volts. The low-current subset designed for use in 
the experimental electronic switching system requires the central office 
to provide a de termination of 2300 ohms. Thus, the terminating re- 
sistors offer a convenient source of signal voltage to operate the scanner 
input circuits. 

Trunk circuits differ considerably from line circuits and require modi- 
fied scanner inputs. The trunk circuit shown in part in Fig. 2(b) (as well 
as the various test points throughout the system which must also be 
scanned) transmits a signal of +15 volts or ground to the scanner when 
transistor Q, is cut off or saturated. 

As long as negligible current flows through the ring side of the trunk, 
the voltage across Re is less than the forward drop across Dz . Thus, very 
little current flows through the base-emitter junction of Qi, D; and Rez ; 
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(, is cut off and the scanner sees +15 volts through R; . When the opera- 
tor at the 3 CL switchboard seizes the trunk, however, she connects the 
ring conductor to —24 volts. Current flows from ground through Rez, 
the voltage across R2 exceeds the forward drop across D2 and the emitter 
of Q is driven negative with respect to its base. The transistor is sat- 
urated and a voltage very close to ground is transmitted to the scanner. 
When the operator at the switchboard dials, the connection between the 
ring conductor and the — 24 volt battery is interrupted at the dial pulse 
rate; the collector voltage at Q, follows the dial pulses; 21, Ci and Di 
protect the circuit from noise and foreign potentials. 

In the scanner, voltages from a line or trunk are used to bias a diode. 
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Fig. 2 — (a) Customer line circuit; (b) portion of trunk circuit which develops 
scanner voltage. 
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If the diode is held in the back-biased state, an interrogation pulse 
coupled through capacitors to the diode will be blocked; if the diode is 
forward-biased, the pulse will be passed and can be detected. Although 
the actual “transmission gate” circuitry is somewhat more complicated 
and will be described in detail later, it is shown in its simplest form in 
Fig. 3. 


1.2 Scanner Operation 


The functional arrangement of the scanner is shown in I'ig. 4. Trans- 
mission gates are located at the points of intersection of 32 horizontal 
wires and 32 vertical wires arranged in a square array. To determine 
which of the 1024 gates is to be interrogated, central control addresses 
the horizontal and vertical wires that intersect at the gate in question. 
A five-bit address selects a path through the input selector from the 
pulser to the driver associated with the desired horizontal. The output 
selector sets up the path from the output amplifier and lock-up amplifier 
associated with the vertical lead to the detector. A 1-microsecond 6-volt 
interrogation pulse called the enable scanner pulse (ENS) is then sent 
from central control. The ENS resets the lock-up amplifiers, erasing in- 
formation stored in them from the previous scan, and then starts its 
journey through the input circuits, the addressed transmission gate (if 
properly biased), the output circuits and, from the detector, back to 
central control. Delay through the pulser and input selector guarantees 
that the resetting of the lock-up amplifiers will be completed before the 
pulse gets through the transmission gates. 
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Fig. 3 — Simplified transmission gate. 
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Fig. 4 — Block diagram of the scanner. 


It should be noted that any one horizontal lead is associated with 32 
transmission gates. All 32 will be interrogated by one ENS pulse, and 
their lock-up amplifiers will be either set or not set as dictated by the 
state of the circuit being scanned. The five-bit address to the output 
selector can then be varied to transmit the state of as many of the 32 
lock-up amplifiers as desired to central control without sending another 
ENS pulse. 


1.3 Scanning Rates 


Central control operates the scanner in two different modes to obtain 
the information it needs in the most efficient manner. As long as a cus- 
tomer is not using his phone, his line remains in a quiescent state; central 
control would waste program time if the line were scanned too often. 
Similarly, when a customer is talking, his line is in another de state 
which does not change rapidly. Only when the customer is dialing do 
rapid changes in the de state of his line occur. Thus, all dialing lines must 
be scanned much more rapidly than idle or busy lines. Fig. 5 shows the 
idealized line voltage at point a of Fig. 2(a) as the customer picks up his 
phone, dials a number and carries on a conversation. A supervisory scan 
samples his line (and all other lines, trunks and test points in the system) 


1388 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


ON-HOOK OFF-HOOK —°- DIAL 21 TALK 
tak 7 = ~ re | 





SCAN-POINT 
VOLTAGE 





py 
O° 


TIME => 


Tes O1SEC aac >| < 0.01 SEC 
PULSES 


SUPERVISORY DIRECTED SCAN SUPERVISORY 
SCAN FOR DIAL PULSES SCAN 





Fig. 5.—Idealized dial pulse voltage at scan point, as sampled by the scanner. 


every 0.1 second. When an off-hook is discovered, the central control is 
programmed to sample the line 10 times faster (every 10 milliseconds) 
until all dial pulses have been registered. When the connection is set up, 
central control reverts to the less frequent supervisory scan which will 
detect hang-up when it occurs and signal the removal of the connection. 

I'ig. 6 shows the basic time cycle of central control, which repeats 
every 0.1 second. In each 5-millisecond interval central control obtains 
from the scanner a sample of the state of half the dialing lines in the 
office. Then z'5th of all lines, trunks and test points are scanned. During 
the remainder of the 5 milliseconds, central control performs other 
functions such as outpulsing, setting up connections through the net- 
work or test programs. The time devoted to sampling each line has to be 
very brief to permit central control to operate serially in this manner; 
the scanning interval approaches 2.5 microseconds. 
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Fig. 6 — Time relations in scanner operation. 
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1.4 Use of Scanner Information in Central Control 


Each line in the office is associated with, in addition to a particular 
scanner input, two binary cells in the temporary memory (barrier grid 
store’). These so-called line spots define the three basic states of a line 
as follows: (a) idle: 00; (b) talking: 10; (c) a register is assigned (line is 
dialing): 01. 

When any given line is being scanned, central control is, at the same 
time, also examining its line spots. When the line is in the idle or talking 
state, it is scanned at the relatively infrequent supervisory rate, as de- 
scribed above. Should the output of the scanner show that a line is off- 
hook when its line spots are in the 00 state, the customer has taken his 
phone off hook since the last time the line was scanned. Similarly, if the 
line is on-hook but has 10 for its line spot state, central control knows 
that the customer has just hung up. In either case, central control will 
take the action demanded by the nature of the change and then bring 
the line spots up to date. 

When off-hook is first detected, central control assigns the line an 
additional spot group in a section of the barrier grid store referred to as 
an originating register. In addition, the line spots are changed to OL. 
On the next supervisory scan, 01 in the line spots indicates to the central 
control that it is to ignore the scanner output regardless of what it is. 
The dialing line will be examined every 10 milliseconds through a spe- 
cially directed scan where the line’s address is obtained from the orig- 
inating register. The over-all program involving the directed scan and 
the originating register counts, translates and stores dial pulses, and 
keeps the originating register up to date. It also times interdigital periods 
and, finally, signals the completion of dialing so that the connection can 
be established to the called party by means of another program. 


II, PROBLEMS INVOLVED IN SCANNING 


External conditions impose limitations on scanner design in two ways. 
First, the scanner must conform to over-all system requirements. Second, 
outside plant and customer subset circuits provide dial pulses and super- 
visory voltage levels that vary considerably from one loop to another. 
The scanner must be capable of recognizing and properly quantizing 
this wide variety of signals. 


2.1 Systems Considerations 


Of the systems factors involved, the most important is time. If the 
sampling action of the scanner is to provide central control with all the 
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signal information transmitted by the customer’s dial, the sampling rate 
must be at least twice the highest signaling frequency. The subsets to be 
used will have 20-pps dials which, when dial speed and break-time varia- 
tions are considered, will have a minimum make-time of 15 milliseconds. 
This established the 10-millisecond scan rate for dialing lines. The 
supervisory scan, although somewhat slower, must be fast enough to 
detect off-hook in time to permit central control to set up an originating 
register spot group in the barrier grid store before dial pulses are re- 
ceived. One scan every 100 milliseconds is satisfactory for this purpose. 
The maximum rate at which the scanner can be operated is determined 
by delays through blocks of equipment operated in tandem, RC dis- 
charge times and other circuit limitations. 

In the supervisory scan, lines and trunks are sampled in a fixed order 
determined by adding 1 to the address of the last line or trunk inspected. 
In the dial pulse scan, however, consecutive addresses do not necessarily 
have any relation to each other. Thus, the scanner must provide random 
access to all inputs. 

The scanner address and ENS leads must be compatible with the out- 
puts from central control, and the scanner output signal must be cap- 
able of operating central control circuitry. 


2.2 Customer Circuit Considerations 


With regard to customer loop variations, ig. 7 shows a worst toler- 
able condition from the de standpoint. The subset itself has a maximum 
resistance of 1800 ohms in series with the dial and switch-hook contacts. 
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Fig. 7 — De circuit for a long customer loop. 
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Fig. 8 — (a) Worst on-hook de condition: interrogation pulse tends to be 
blocked when it should pass through gate; (b) worst off-hook de condition: inter- 
rogation pulse tends to get through when it should be blocked. . 


Tone-ringers, which replace bells in the experimental systems’ subsets, 
have about 340,000 ohms resistance.* An eight-party line with two sub- 
sets per customer makes the total shunt tone ringer resistance as small as 
21,000 ohms. Because the maximum subset current must be limited to 
13.5 milliamperes, outside plant leakage currents must be kept very 
small by comparison; the minimum leakage resistances permitted are 
60,000 ohms from one conductor to the other and 30,000 ohms from 
either conductor to ground. These are the worst conditions which can 
be permitted if extreme values of component variation within the scanner 
occur and maximum longitudinal induction (15 volts, peak to peak) is 
present. 

* While they are being operated, tone ringers have a much lower impedance. 


Thus the scanner must be programmed to scan ringing lines between bursts of 
ringing current to detect answer correctly. 
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Fig. 9 — Circuits to simulate loop and tone ringers. 


Supervisory voltages at the scan points are a function of the resist- 
ances discussed above. Two limiting cases exist: the condition in which 
the scanner comes just short of mistaking an on-hook condition for off- 
hook, and vice versa. Fig. 8 summarizes these de loop conditions. 

In addition to the circuit resistance, shunt capacity of the loop and 
reactance of the tone ringers affect dial pulses. Fig. 9 shows an artificial 
line designed to simulate the worst tolerable path for dial pulse trans- 
mission. The total conductor resistance is 2000 ohms and the distributed 
capacitance corresponds to approximately 24,000 feet of exchange area 
cable. Fig. 9 also shows an equivalent circuit for eight tone ringers. All 
these reactive components tend to round off the sharp corners of dial 
pulses and provide the scanner with dial pulse trains that, in the worst 
cases, look very much like sine waves. 

Noise picked up by the loop can distort dial pulses badly. One of the 
worst noise problems is produced by 60-cycle voltage induced in open- 
wire telephone lines by power lines that run near them. Fairly large 
voltages from this source are often encountered, but fortunately they 
are, in most cases, of the same magnitude and phase in both the tip and 
ring conductors. Jig. 10(a) shows a train of dial pulses from a distant 
customer, in terms of the voltage across R, of Vig. 2(a). Fig. 10(b) shows 
the dial pulses submerged by 60-cycle pick-up. If a differential oscillo- 
scope is placed across points A and B in Fig. 2, however, the 60-cycle 
voltage will be balanced out. In addition, because of the direction of the 
battery current through the resistors, the dial pulse voltages add; this 
almost doubles the dial pulse signal. The scanner has been designed to 
use the voltage between points A and B to balance out 60-cycle interfer- 
ence and improve margins by taking advantage of the increased pulse 
height available. 
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III. SCANNER CIRCUITRY 


If longitudinal induction were not a factor, the simple transmission 
gate of Fig. 3 could be adapted very simply to the practical problem of 
line scanning. Although not all loops are disturbed by longitudinal in- 
duction, it is desirable to make all line circuits identical and capable of 
eliminating the undesirable effects of longitudinals to permit straight- 
forward administrative procedures. 


3.1 Trunk Gate 


Test points within the central office and scan points associated with 
most trunk circuits are not subject to induction. Fig. 11 shows the trans- 
mission gate developed for such circuits. It is relatively simple to divide 
the matrix into two groups of gates, one containing only balanced gates 
and the other, for trunks and special circuits, containing either the bal- 
anced gate or the one shown in Fig. 11. 

The only differences between the circuit of Fig. 3 and that of Fig. 11 
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Fig. 10 — Scan point signals: (a) voltage at point a of Fig. 2, dial pulses from 
long loop; (b) same as above, with 60-cycle longitudinals present; (c) voltage at 
point aA minus voltage at point s of Fig. 2, with 60-cycle longitudinals present. 
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are noise-filtering capacitors and a very small bias current which keeps 
the diode slightly forward-biased when point A is held near +15 volts. 
This bias aids in keeping charge from ENS pulses from being trapped on 
the cathode side of the diode and altering the diode bias. 


3.2 Balanced Line Gate 


The balanced line gate is shown in Fig. 12. Longitudinal voltages are 
coupled in phase to both ends of the diode leaving the net de bias voltage 
unaffected. Capacitor C; blocks the central office battery but is a low 
impedance to both longitudinal voltages and dial pulses. Capacitors C4 
and C's are very high impedances to low-frequency signals, but transmit 
the 1-microsecond ENS pulse readily. They can be made to have large 
voltage ratings in small physical sizes and, coupled with hit filters RC. 
and R:C3;, effectively protect other scanner circuits from lightning and 
other noise voltages which may be picked up by the loop. 














Fig. 11 — Transmission gate for trunk circuits and test points. 
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Because 32 gates associated with a horizontal matrix lead are pulsed 
in parallel, R; is inserted to equalize variations in diode forward resist- 
ance; R, is the de return path for the diode, and offers a convenient place 
to forward bias the diode to reduce the effects of trapped charge; Re is 
required to maintain ac circuit balance. 

The balanced line gate has been exhaustively tested for effects of com- 
ponent variations, loop variations, longitudinal induction and lightning 
hits. 


3.3 Input Selector 


Although the matrix of line and trunk gates is the heart of the scanner, 
the access circuitry which enables central control to sample one particu- 
lar scan point out of the 1024 available requires careful consideration. 
The ENS pulse must be steered to one of 32 horizontal matrix leads, 
and a path from one of 32 vertical matrix leads must be established to 
the detector which transmits the quantized output signal back to central 
control. 

The input selector is a transistor ‘‘tree’’ as shown in Fig. 13. In the 
first stage, only one of the eight transistors has its base grounded; the 
input translator holds the other seven base leads at a positive voltage. 
A positive pulse applied to the eight emitters in parallel thus finds only 
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Fig. 12 — Balanced transmission gate for customer loops. 
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one emitter-base junction forward-biased. In the second stage of the 
transistor tree, the positive pulse finds only one of four paths open to it 
as a result of translator base voltages, and the one-out-of-32 selection is 
performed. 

The input translator, part of which is shown in Fig. 14, is made up of 
diodes and resistors. It is driven, through several sets of gates and ampli- 
fiers, by address flip-flops in central control. 

Once the path to a matrix horizontal lead has been established through 
the input selector, the ENS pulse, reshaped and amplified by suitable 
circuitry, can be applied. 


3.4 Pulser and Drivers 


Reshaping is performed by the pulser, shown at the left in Fig. 15. 
The first stage is a blocking oscillator and the second is a transistor 
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Fig. 13 — Input selector. 
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Fig. 14 — Portion of input selector translator. 


switch. When Q, is triggered by an ENS pulse from central control, re- 
generation through the pulse transformer 7; drives Q, into saturation; 
Qs, normally biased to cutoff by the forward voltage drop across De , is 
driven to saturation by the current pulse in the third winding of the 
blocking oscillator pulse transformer. The collector voltage of Qe has a 
rise time on the order of 0.2 microsecond; this fast-rising positive pulse 
is applied to the input selector and steered to the desired driver, shown 
at the right of Fig. 15. 

The driver is another transistor switch. The high-current pulse from 
Qs is stepped up through pulse transformer 7’, , saturates Q; and applies 
a 6-volt pulse through zero impedance to the matrix horizontal. The 
6-volt supply must be accurately regulated; if it drifts higher, the ENS 
pulse may pass through off-hook line gates that are back-biased by the 
minimum permissible amount. If it drifts lower, the ENS pulse may not 
be able to pass through line gates where leakage currents have raised 
the on-hook bias to the maximum level. 

Both the pulser and driver have capacitors on all voltage supply 
leads to filter noise and eliminate ringing. Protective resistors are in- 
serted wherever required in transformer leads to protect the transform- 
ers against possible transistor short circuits. 
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Fig. 15 — Pulser and driver. 
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3.5 Output and Lockup Amplifiers; Reset Circuits 


The driver can supply 175 milliamperes to a horizontal lead of the 
scanner matrix. This current divides among the 32 line gates associated 
with the horizontal and, due to shunting elements within the matrix and 
the gate circuitry, output current on a vertical lead may be as small as 
1 milliampere, with a duration of 0.5 microsecond. 

This output current must be amplified before it can be used effectively. 
In addition, some threshold value must be established to block noise. 
These requirements are met by the output amplifier shown in Fig. 16, 
one of which is associated with each matrix vertical. 

Thirty-two transmission gate outputs connect to each matrix vertical; 
only one of these gates is pulsed at a time. To minimize the shunting 
effects of the 31 unpulsed gates, the first stage of the output amplifier is 
a grounded-base transistor with the typical low impedance of that con- 
figuration. Acting as a linear amplifier, the first stage transmits current 
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Fig. 16 — Output amplifier, lockup amplifier and reset circuit. 
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to the second through a pulse transformer. The second stage is the now 
familiar scanner transistor switch, biased off by the forward drop across 
the diode. Noise discrimination takes place here; if the input current 
pulse is less than 1 milliampere, the output pulse from the transformer 
is unable to turn on the second transistor. For a large enough input, how- 
ever, the second stage operates and can easily switch the lockup amplifier 
which follows. 

The lockup amplifier, also shown in Fig. 16, is a standard gate am- 
plifier® with external feedback added. In the reset position, its input is 
clamped at +6 volts. A pulse from the output amplifier drives the lockup 
amplifier input to +7.5 volts, where it is clamped by a diode and main- 
tained by the feedback loop after removal of the pulse. 

Each time central control sends an ENS pulse to the scanner, all 
lockup amplifiers are reset. The ENS pulse triggers a transistor which 
applies a square negative pulse through a pulse transformer and isolation 
diodes to the feedback loops of the lockup amplifiers. The transformer is 
chosen to give a pulse long enough to guarantee resetting the lockup 
amplifiers, but short enough to be removed by the time the signal is 
available from the output amplifier. 
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Fig. 17 — Output selector. 
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3.6 Output Selector and Detector 


The output selector shown in Fig. 17 is a small diode tree scanner de- 
signed to connect lockup amplifier outputs through to the detector under 
the direction of central control. Three bits of the five-bit address choose 
one block of four output amplifiers. The other two bits select which of 
the four is to be observed by shunting the other three leads to ground. 

The detector, shown in Fig. 18, provides a twin-rail output to central 
control. When the addressed lockup amplifier is set, Qi conducts and Q» 
is cut off; base-emitter voltages are developed across diodes D,; and Dz , 
respectively, the anode of D,; being slightly above ground and the 
cathode of De slightly below ground. When the lockup amplifier is not 
set, it clamps the output selector output to ground. The voltage divider 
at the base of Q, holds Q, cut off, and Qe, its base clamped just below 
ground and its emitter connected to —4.5 volts through a small resistor, 
conducts; Q3 and Q, are emitter-follower amplifiers which drive the cables 
back to central control. The detector has a very fast rise time and is cap- 
able of developing enough power to charge up the distributed capacity 
of the output cables with a minimum of delay. 


3.7 Construction Details 


Scanner circuits are built on printed wire boards and several circuit 
packages are shown in Fig. 19. The balanced line-gate card, containing 
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Fig. 18 — Detector. 
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Fig. 19 — Line gate, output amplifier and driver packages (left to right). 


two gate circuits and two pairs of line resistors, is shown in the fore- 
ground. 

Printed wire boards are plugged into jacks arranged on horizontal 
mounting plates. All connections between circuits are made by wiring 
from one jack to another. Shunt capacity to ground in such wiring can 
be fairly large and special pains were taken to design low-impedance 
circuits where long interconnecting leads were anticipated. 

The high current pulses required by the matrix and the sensitivity of 
the output amplifiers make special procedures necessary to insure a 
quiet ground. Heavy copper ground straps at each jack position are 
mounted in every other space between mounting plates, giving all cir- 
cults ready access to a very low impedance ground. 

With these precautions, it is felt that scanner reliability has been 
greatly increased and that coupling between individual circuits will 
cause negligible trouble. 

The line and trunk gates (which make up most of the volume of the 
scanner) contain only diodes, resistors and capacitors. Because these 
components are quite reliable and because the failure of any one com- 
ponent in a gate circuit will not affect more than one input to the scanner, 
duplication for reliability purposes is not necessary. 

On the other hand, each piece of circuitry used to obtain access to 
the matrix gates is common to many lines and must be duplicated. Two 
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complete blocks of access circuitry are provided and, in the event of 
trouble, all the circuits (pulser, input selector, drivers, output amplifiers, 
etc.) associated with a given matrix are automatically switched out at 
once and replaced by similar standby circuits. Wire-spring relays under 
the control of the administration center effect this transfer. 

A 1000-line scanner, complete with duplicated access circuitry, can be 
built, conveniently in one electronic switching system equipment cabinet 
(2x 2x 7 feet), with enough space left over to hold the electronic power 
supply specially developed to provide talking current for customer lines. 


IV. CONCLUSIONS 


The scanner described in this paper operates serially to sample the 
voltage levels at 1024 input terminals. These levels are quantized to 1 
or 0 and transmitted to central control at a fast enough rate to insure 
proper operation of the telephone system. Most scanner inputs are con- 
nected to customer loops. If loop variations are maintained within the 
specified limits, the scanner will function properly. Other inputs are 
used to scan trunk circuits and diagnostic test points within the system. 

As part of the rather complete laboratory model of the experimental 
electronic switching system, a skeletonized scanner is working satisfac- 
torily. 
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A Signal Distributor for Electronic 
Switching Systems 


By L. FREIMANIS 
(Manuscript received July 7, 1958) 


The purpose, design and operation of the signal distributor are described 
in this paper. The signal distributor 1s the unit in the experimental elec- 
tronic switching system which is used to distribute action signals. A semi- 
conductor gate selector, driving a large group of memory flip-flops ts used 
to generate the necessary action signals from a high-speed binary address. 
Factors governing the design are outlined and some alternate solutions 
compared. 


I. INTRODUCTION 


The signal distributor is the means of distributing action signals in 
the experimental electronic switching system (Fig. 1). The central 
control processes the necessary information, employing high-speed 
low-power electronic circuits. The signal distributor converts the high- 
speed low-power signals received from the central control into low-speed 
high-power signals required for certain operations in the system. The 
control of supervision or dial pulsing in trunk circuits constitutes the 
major part of these operations, and control of various maintenance 
circuits within the administration center is one of the other miscella- 
neous operations in the electronic switching system that is performed by 
the signal distributor. 

The signal distributor consists of a selector driving a large group of 
flip-flops with associated amplifiers (Fig. 2). The amplifiers have suffi- 
cient power capacity to operate relays where necessary. The flip-flops 
permit output signals of long duration. They act as memory elements, 
accepting two high-speed signals from the selector which designate the 
starting and ending times of the output signal. The selector performs 
the translation of a binary address received from the central control. 


II. FUNCTIONAL REQUIREMENTS 


The binary address is presented to the signal distributor as a particu- 
lar combination of potentials on 21 address leads (Fig. 2). Twenty of 
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Fig. 1 — Simplified block diagram of an experimental electronic switching 
system. 
these leads are grouped in ten pairs, the 21st is the enable lead. The 
potentials on any of the ten pairs are always conjugate: if one of the 
leads in a pair is at ground potential or in the passive state, the other 
will be at a positive potential or in the active state. Consequently, each 
pair can assume two distinctly different states and, for the ten pairs of 
address leads, there are 2!° = 1024 possible combinations of potentials. 
A combination is assigned to every order. The order must be carried 
out by the signal distributor whenever the particular combination 
appears on the ten pairs of address leads and the enable lead becomes 
active. 
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Fig. 2 — Functional diagram of the signal distributor. 
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For the control of each slow-speed output signal path two orders 
are necessary, one to start a particular action and another to terminate 
it. Therefore, the 1024 available combinations or addresses are sufficient 
to control 512 different output signal paths. After receiving the binary 
address, the selector must produce an active signal, suitable for acti- 
vating a memory flip-flop, on one out of 1024 leads. This is a process 
of combinational logic and is commonly known as binary to one-out- 
of-n translation. 

Various devices and circuits can be employed to accomplish the 
translation. A particular design, however, must be compatible with the 
power levels available at the inputs and required at the outputs. It 
also must be able to respond to the fastest expected address repetition 
rates. Furthermore, the most economical design that still meets the 
basic requirements and is sufficiently reliable should be attempted. 

The input or address signals to the selector are presented by tran- 
sistor amplifiers in the central control. Antisaturating techniques are 
used in these amplifiers, which limit their current carrying capacity to 
30 milliamperes. Also, because of antisaturating circuits, the amplifier 
outputs never return to an exact ground potential in the passive state. 
The potential in the active state is limited by the breakdown voltage 
of the transistors used. An active potential of 16 volts is considered a 
safe value. 

The fastest expected address repetition rate is 7.5 microseconds. This 
means that the potentials on at least one pair of address leads may be 
reversed every 7.5 microseconds. Under certain conditions the poten- 
tials on all ten pairs may be reversed at this rate. The selector must be 
able to accept addresses and produce an active output on one of its 
1024 output leads every 7.5 microseconds. Furthermore, the memory 
flip-flops should be able to change their states within this time. 

The memory flip-flops in the signal distributor are of the same design 
as those used in the logic circuitry of the central control. They require 
a 5-milliampere current pulse for less than a microsecond on their input 
leads for setting or resetting. The memory flip-flops themselves have 
limited output-power capacity. A single-transistor amplifier is provided 
at the output of each flip-flop. The transistor in this amplifier is allowed 
to saturate, thus permitting comparatively large currents to be switched. 
In fact, with proper protection against inductive surge voltages, relays 
can be operated directly from the amplifier output. The amplifier also 
serves as a buffer between the output load and the memory flip-flop. 
The output loads may vary widely, depending upon the nature of the 
connected circuitry. 
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The outputs of the signal distributor have to operate various types 
of relays as well as different slow-speed electronic circuits. For the type 
of memory flip-flop used in the signal distributor, it is essential that 
there always be a constant load on the flip-flop outputs. If this load is 
permitted to vary, the operation of the flip-flop will be seriously affected. 
The normal driving pulse may not be sufficient to set or reset the flip- 
flop, or it may be impossible to change the state of the flip-flop at all. 
The amplifier presents a constant load to the flip-flop, independent of 
the load variations to the amplifier. In this way, the requirements on 
the output signal of the selector are the same for all 1024 selector out- 
puts. The output signal of the selector must be sufficient to change the 
state of the memory flip-flop. A current pulse of 5 milliamperes ampli- 
tude is required, and it must overcome a threshold of about 5 volts, 
which threshold is built into the flip-flop to guard against triggering 
from noise. The pulse must exist at the input terminal of the flip-flop 
for at least 0.3 microsecond to assure positive triggering. 


III. DESIGN CONSIDERATIONS OF THE SELECTOR 


Because of the input and output power levels, as well as the required 
address repetition rates, semiconductor gates are best suited for per- 
forming the function of binary to one-out-of-n translation in the signal 
distributor. The required repetition rate of 7.5 microseconds is suffi- 
ciently low to permit the use of saturating transistor circuits wherever 
amplification is necessary. Saturating circuits can switch larger currents 
than can circuits using antisaturating techniques, and they are simpler 
and more efficient. The gates can employ either transistors or diodes, 
and can be arranged in a single or multistage pattern. 

Ir. deciding whether transistors or diodes should be employed as 
gates, and how many stages of logic should be used, certain contra- 
dicting factors must be considered and a compromise solution found. 
In general, the number of devices should be minimized. In doing this, 
the relative cost and reliability of diodes versus transistors must be 
taken into account. Multistage logic reduces the number of gates, but 
it may require interstage amplifiers to compensate for loss of level. 
The total de power consumption is an important factor; in large trans- 
lators this can be greatly reduced by using resistors as gate elements 
and applying voltages only on the gates that are active at a given time. 
For a practical design, particularly one that is to be used in a telephone 
office, it is highly desirable to keep the number of different circuit units 
to a minimum. As the number of stages is increased, more different 
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circuit units are required. This complicates maintenance problems, 
particularly if replaceable plug-in type circuit units are to be used. A 
single-stage translator using diodes as gate elements and transistors 
as drivers or amplifiers has the advantage of simplicity. Only two differ- 
ent circuit units are required, because all the gates are the same, and 
there is no need for interstage amplification. For translators of small 
size, single-stage logic is the preferred solution. 

There are definite practical limitations to single-stage diode trans- 
lators. These limitations become increasingly more pronounced as the 
size of the translator increases. The number of diodes required in a 
single-stage diode translator is n2”, where n is the number of binary 
digits. For a ten-bit single-stage translator, 10,240 diodes are needed. 
Another limiting factor is the input-to-output current ratio or fanout. 
In order to provide a certain current at the active output, each driving 
circuit at the input must be able to switch (2" — 1)/n times that cur- 
rent. At the inputs of a ten-bit translator, a current 102 times larger 
than the active output current must be switched. This would require 
considerable amplification of the available input signals. The de power 
that must be supplied to a single-stage diode translator is 2” times the 
power required for one active output. 

For translators of four binary bits and larger the number of diodes 
can be reduced by various arrangements of multistage logic. The fanout 
and de power can be reduced by using either transistor or resistor-diode 
gates in place of straight diode gates. The selector of the signal distribu- 
tor employs diodes and resistors as gate elements in a two-stage logic, with 
transistors being used in amplifier circuits to provide gain where neces- 
sary. Compared to a single-stage logic diode translator, the circuit is 
considerably more economical. The number of diodes is reduced from 
10,240 to 1,344, the required de power is 32 times smaller and the input 
fanout is decreased from 102.3 to 6.2. 

Small additional savings in the number of diodes can be obtained by 
introducing a three-stage logic. This, however, would require a few more 
different circuit units. Not only would the total number of units be larger, 
the necessity of keeping spares for all types of circuit units used in a 
device would actually increase the number of diodes that have to be 
_ provided. 

Within the framework of the outlined specific requirements, and con- 
sidering the limitations of available devices, the design of the selector 
is an optimum with respect to the number and cost of devices, as well 
as to power consumption. Reliability can only be estimated when more 
data is available on the relative failure rates of transistors and diodes. 
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IV. DESIGN OF THE SELECTOR 


The two-stage selector of the signal distributor (Fig. 3) may be con- 
sidered as consisting of the following basic building blocks: (a) primary 
translators, (b) enable circuit, and (c) secondary translator, or 32 x 32 
matrix. 


4.1 Primary Translators 


The first stage of translation has two identical five-bit diode transla- 
tors. Five pairs of input leads, or half of the address, are connected to 
each primary translator. Each translator selects and activates one out 
of 32 output leads corresponding to the binary input. The translators 
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Fig. 3 — Block diagram of the signal distributor. 
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themselves consist of 160 diodes, five diodes for every output. The diodes 
are connected in an AND gate logic pattern. 

At each input of the primary translators, a transistor amplifier or 
switch is provided. These amplifiers provide a low-impedance discharge 
path for the connecting cable capacitance. In this way, a regular switch- 
board cable can be used to transmit the fast-changing address signals 
from the central control to the signal distributor. The amplifiers also 
restore the voltage level of the address signals and provide a current 
sink at the inputs of the primary translators. The transistors in these 
amplifiers are allowed to saturate, thus introducing about 1.5 micro- 
seconds delay during the transition from the passive to the active state. 
This delay is mainly due to the storage time. The delay from the active 
to the passive state is only about 0.5 microsecond; this difference in 
transfer times is very desirable for the proper operation of the primary 
translators. It means that, whenever a pair of input leads is reversing 
its state, there is a time of about 1 microsecond when both leads are 
passive. This prevents any undesired outputs from the translator while 
the input address is changing. 

The outputs of the two primary translators are used to operate the 
second-stage translator or the 32 x 32 matrix. Because of the nonsym- 
metrical two-input resistor-diode AND gate used in the matrix, the 
outputs of the two primary translators have to perform different func- 
tions. One of the primary translators has 32 amplifiers connected to its 
outputs, with each amplifier at an active output applying a 22-volt source 
to one of the inputs of the 32 x 32 matrix. The amplifiers are called 
matrix drive amplifiers, and the primary translator is designated the 
driving translator. 

The other primary translator applies a ground clamp to 32 inputs of 
the matrix. Whenever an output of this translator becomes active, the 
ground clamp is removed from the corresponding matrix lead. This 
translator is called the clamping translator. All the 32 outputs of the 
clamping translator are normally kept at ground level by the enable 
circuit. Only after the enable circuit removes its ground from the 32 
output leads can the active output remove the ground clamp from the 
selected matrix input. 


4.2 Hnable Circuit 


The enable circuit prevents any active signals from the clamping 
translator reaching the matrix. A certain time after the enable circuit 
receives an active enabling signal from the central control, it allows the 
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signal to pass from the clamping translator to the matrix. The main 
purpose of this delay is to avoid false operations. When the address to 
the primary translators is changed, the selected output of the clamping 
translator becomes active before the previously active output of the 
driving translator disappears. The reason for this is the time delay in 
the matrix drive amplifiers. These amplifiers have to supply a compara- 
tively heavy current to the matrix so that two stages of saturating tran- 
sistors must be used. The time delay relationship of the outputs of the two 
primary translators is indicated in Tig. 4. If the active output from the 
clamping translator were permitted to pass to the matrix immediately, 
an undesired gate in the matrix would be activated. The enable circuit 
releases the clamping translator outputs 5 microseconds after the 
change of the input address, thus allowing sufficient time for the pre- 
viously active matrix drive amplifier to reach the passive state. The 
clamping translator is released for 2 microseconds, which is sufficient 
time to change the state of the memory flip-flop. 

The enable circuit must generate a delayed and stretched signal upon 
receiving the enable pulse from the central control. The circuit in Fig. 5 
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Fig. 4 — Time relations. 
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performs this function. The enable pulse arrives from the central control 
on a coaxial cable and, at the same time, the address is changed on 
the ten pairs of input leads. The cable must be properly terminated, 
because the enable pulse is only 0.3 microseconds long. Two self-resetting 
flip-flops are used to provide the timing; the first is set by the enable 
pulse and resets itself after 5.0 microseconds, with the trailing edge of 
its output setting the second flip-flop. This flip-flop resets after two 
microseconds; its output (after proper amplification) is used to enable 
the primary clamping translator. All 32 outputs of the clamping trans- 
lator are provided with an extra diode each. The diodes are normally 
grounded by the amplifier of the delay circuit. When the delayed 2- 
microsecond signal arrives, the ground is removed and the active signal 
can pass from the clamping translator to the matrix. 
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4.3 Secondary Translator or 82 x 82 Matrix 


The second-stage translator may be considered as a 32 x 32 matrix 
consisting of 1024 resistor-diode AND gates. Simultaneous application 
of potential on the resistor and removal of ground from the diode is 
necessary to produce an output from the gate. An active matrix-driver 
amplifier applies 22-volt potential to a group of 32 resistors and the 
active output of the clamping translator removes ground from 32 diodes. 
There is only one gate that is common to both groups; in this, the cur- 
rent will flow from the matrix driver amplifier through the gate resistor 
into the memory flip-flop and change its state. 
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Fig. 6 — Test flip-flops. 
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V. TESTING AND MAINTENANCE 


Every design of telephone switching equipment must provide sufficient 
reliability; a situation where failure of a component would disable the 
whole system cannot be tolerated. A total failure of the signal distribu- 
tor would seriously affect the system. Not only would signaling on trunks 
be impossible, but many important testing and maintenance functions 
could not be carried out. 

To insure reliability of the signal distributor, certain critical circuits 
are provided in duplicate and connected by relay contacts in such a way 
that one can be interchanged for the other in case of failure. Also, pre- 
ventive maintenance can be performed in the standby circuit, greatly 
reducing the chance of failure. Only circuits in which a failure would dis- 
able more than one output are duplicated. Such circuits are the primary 
translators with the input amplifiers, the enable circuit and the matrix- 
drive amplifiers. Any failure within these circuits would disable at least 


PRIMARY 
TRANSLATORS 





PRIMARY 
TRANSLATORS 
O 





Fig. 7 — Transfer circuit. 


1416 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 





Fig. 8 — Signal distributor cabinet. 
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32 output points. A single failure within the 32 x 32 matrix or a memory 
flip-flop, however, would affect only one output point. This is not con- 
sidered serious and these circuits are not duplicated. 

Before a standby circuit can be switched into operation, a failure of 
the active circuit must be recognized. For this purpose, a test routine is 
performed. At certain intervals the central control sends a sequence of 
addresses to the signal distributor to test its proper operation. Sixteen 
test flip-flops are connected at the outputs of both primary translators 
in such a way that they will detect an improper response of any of the 
outputs (lig. 6). The central control observes the outputs of the test flip- 
flops by means of the scanner. Immediately after a failure is recognized, 
the faulty units are switched out of service and replaced by standby units. 
The standby units are also tested at regular intervals to assure that they 
are in operating condition. The actual switching of duplicated units is 
accomplished by relay contacts (lig. 7). Interlock and sequencing cir- 
cuits are provided, assuring continuity of clamping voltages. The same 
relays also apply dummy loads to the standby units in order to test 
them under loaded conditions. To prevent false outputs, no addresses 
are sent to the signal distributor during the switching operation. 

Each of the duplicated units has its own power supply. Failure of a 
supply will be recognized as a failure of the whole circuit and the standby 
unit will be switched in. The rectifiers for the duplicated circuits are fed 





Fig. 10 — Typical circuit units. 
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from independent ac supplies, assuring continuity in case of an ac power 
failure. The continuity of power in the nonduplicated part of the circuit 
is assured by parallelling rectifiers. 


VI. EQUIPMENT 


The signal distributor is a self-contained unit. All the electronic cir- 
cuits, power supplies and transfer relays are mounted in one enclosed 
cabinet. Fig. 8 shows the cabinet with front door open. The individual 
power supplies, duplicated primary translators and transfer relays are 
mounted on a swinging gate. Opening the gate (Fig. 9) provides for easy 
access to the terminals and wiring. The back of the cabinet contains all 
the output flip-flops with associated amplifiers. 

The electronic circuits are mounted as units on replaceable printed 
wiring boards. Fig. 10 shows three typical circuit units: (a) is the transis- 
tor flip-flop used as the output memory element, with a shorting shoe 
provided to facilitate testing of the transistors outside of the circuit; 
(b) contains only diodes and constitutes part of the primary translator, 
the whole five-bit translator consisting of eight similar units; (c) is the 
coaxial cable terminating network. 

The circuit units are slot-coded and plug into appropriate jacks. They 
can be easily replaced without interrupting operation of the unit. A cen- 
tralized repair service of defective units is anticipated. This, together 
with the automatic trouble location, should greatly simplify the main- 
tenance of the electronic switching system. 
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Application of Breakdown Devices to 
Large Multistage Switching Networks 


By T. FELDMAN and J. W. RIEKE 
(Manuscript received July 15, 1958) 


Electronic switches have been applied in designs for multistage space- 
divided electronic switching networks. The electrical characteristics of the 
gas diode switch are discussed from the viewpoint of tts utilization in switch- 
ing networks, with emphasis upon the circuits employed in an experimental 
electronic switching system. A general method of calculating voltage margins 
for the reliable operation of multistage switching networks ts illustrated by 
the description of two techniques for establishing a switching path, the end- 
marking and internal-marking methods. In conjunction with these opera- 
tional methods, the uses of network controls and auxiliary network cricutts, 
such as mark propagator and junctor circucts, are described. The transmis- 
ston aspects of the electronic switching network determine to a large degree 
the circuit requirements and compromises. This ts in contrast with the situa- 
tion in electromechanical switching, where switching and transmission 
characteristics are largely independent. 


I. INTRODUCTION 


Switching networks, as discussed in this paper, comprise the inter- 
connection facility for call traffic in a telephone switching system. This 
definition serves to exclude from consideration the numerous other 
components in the switching system, including the memory, logic, 
sensing and controlling elements that are required. This paper is con- 
cerned primarily with that large aggregation of switches which provides 
the desired voice frequency communication channels among telephone 
customers. Moreover, the discussion is limited to space-division elec- 
tronic switching networks, excluding both electromechanical switching 
in its many forms and time-division electronic switching. 

Since the advent of machine switching, a rapid evolution has taken 
place in the organization and control of multistage switching networks. 
This has led to the development of a succession of switching systems, 
each of which depended upon the nature of the chosen switching ele- 
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ment. In the Bell System these include step-by-step, panel and cross- 
bar systems; the system name in each case being derived from the type 
of switch employed. The electronic switching system currently under 
development is keyed by its title to that branch of technology which is 
so important a characteristic of the present era. Nevertheless, the 
properties of a new switch, the breakdown diode, again determine to a 
considerable degree the structure of the new system.! In this paper are 
described the breakdown characteristics of gas diode switches and the 
de-coupled logic circuitry that is employed in the establishment of 
switching paths in a multistage breakdown electronic switching network. 
These techniques are general in their application. Also described are 
the control circuitry and transmission aspects of an electronic switching 
network. 


II. GENERAL 


The space-divided switching network is first of all a mapping prob- 
lem. It takes the form of a network of nodes and branches, including 
nodes designated as terminals. In the branches of the network are 
switches which are closed in sequences to provide paths among desig- 
nated sets of terminals. Many paths exist simultaneously, but at a 
given time no node (or branch) is associated with more than a single 
set of designated terminals. The last requirement is a statement that 
unrelated paths are not coupled with one another but that n-way con- 
nections among more than two terminals may be permitted. 

The economics of switching network design have been studied in 
terms of minimization of the number of switches required.? The bound- 
ary conditions include the number of terminals and the amount and 
kinds of traffic offered. Resulting configurations assign switch sizes, 
number of switching stages, wiring patterns and methods of opera- 
tion — everything intended to produce the best traffic performance 
for the least cost over a defined range of office sizes. Electronic switch 
elements permit the fullest exploitation of such studies since they may 
be organized into groups with a minimum regard for regularity or 
“natural size’. of the group. Considerations which, in other switching 
systems, set the optimum size ranges for stepping switches, crossbar 
switches or panel assemblies have little relevance in electronic switch- 
ing, where the switches are available as discrete units. 

The structure of large networks has taken the form of multistage 
arrays of rectangular switch modules. In crossbar systems, for example, 
the switch module is a unit of 10 or 20 verticals (inputs) connecting 
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Taste I — RELATIVE Economy or SEVERAL NETWORK 








CONFIGURATIONS 
Number : . Diode 
: : T 1 Number of Diod Erl. ; 

Sach ss ree Each Side “Switches | (Blocking = 1%) eee 

3 75 x 75 5,625 1, 265, 625 4,280 296 

4 22 x 22 10,648 937,024 4,550 206 

5 20 x 20 8,000 800, 000 4,930 162 

6 10 x 10 10,000 600, 000 4,250 143 








with 10 horizontals (outputs). These 10-by-10 or 20-by-10 grids of 
crosspoints are organized into primary and secondary groups in an 
orderly wiring pattern, regularized for ease of control and administra- 
tion. The electronic switching network may be organized in a similar 
structure. The basic switch module is a 10-by-10 grid with 100 cross- 
points, each of which is supplied with a gas breakdown diode. The 
10-by-10 switches are organized into primary, secondary and tertiary 
“frames” with a wiring pattern designed to maximize the fanout. The 
resulting “superframe” provides network building units with 1000 
inputs, each of which reaches 1000 junctor terminals. Junctor links 
are employed to interconnect as many as ten originating superframes 
with an equal number of terminating superframes. The over-all switch- 
ing network at maximum capacity has 10,000-by-10,000 terminations 
in six stages of 10-by-10 switch units, and contains 600,000 switch 
elements. 

Further study to optimize network structures of this scale may in- 
dicate different choices for switch unit size, different number of stages 
and nonuniformity in structure. The study of structure is not the topic 
of this report, however, and it is mentioned only to establish the multi- 
stage fanout framework which constitutes the electrical circuit problem. 
Table I tabulates the calculated cost and performance for several large 
uniform grid networks in the region of 5000 erlang capacity. Lower 
cost in switches is achieved as the number of stages is increased. 


iI. THE BREAKDOWN DIODE SWITCH 


Fig. 1 shows the significant voltage-current characteristics of the 
gas diode breakdown switch. It has been assumed that the device is 
to be operated in one de polarity only, biased when conducting at a 
suitable sustaining value of de, and that it will transmit speech signals 
which produce variations in the sustain current. It has been assumed 
further that a path may be extinguished from a single connected termi- 
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Fig. 1 — Breakdown characteristic for the A1624 gas diode switch in a multi- 
stage switching network application showing the range of product. 


nal without a prior identification of the nodes which are associated in 
the particular path. This last assumption provides that the path will 
be extinguished if the normal sustain current is interrupted at any place 
in the path. Residual currents which might continue to flow through 
biasing impedances at the nodes must not sustain the switches. 

The switch is made conducting by the application of a voltage at 
its terminals which exceeds the breakdown voltage, Vz with its range of 
values, +AV, . The circuit impedances establish the mark-idle load line 
shown in I’ig. 1. The intersection of the load line with the switch charac- 
teristic established the value of current, J , which flows when the switch 
is marked. The voltage at this point, V», 1s lower than the marking 
voltage required to break down the switch. The voltage difference 
Ve — Vs is the useful switch output signal which provides the mecha- 
nism whereby a marking potential, applied at the end of a switching net- 
work, propagates inward from stage to stage. The marking current, Ja , 
is held to a minimum practicable value since, in large switching net- 
works, as breakdown propagates from the terminal to the interior nodes, 
this value is multiplied by fanout. anout ratios in large networks may 
exceed 1000-to-1, so that the total marking current requirement becomes 
impracticably large unless the current required to sustain the individual 
switch is maintained at a low value. 
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Those switches which are marked but not used in establishing a new 
connection must extinguish when the marking potential is again reduced 
to the idle value V; , which is below the breakdown value. This also im- 
poses restrictions upon the value of the marking current. The load line, 
when marking, must lie wholly above the switch characteristic; when 
idle, it must lie entirely beneath. Fig. 1 illustrates both situations for a 
typical switch. A third reason for minimizing the marking current is to 
maintain the load impedance as high as possible, since this is a shunt 
placed across busy paths in the talking condition and introduces audio 
losses. The final consideration bearing upon the value of the marking 
current is the negative impedance of the switch at this current: the 
lower the current, the higher the negative impedance. This impedance, 
together with the parasitic capacitance of the circuit, tends to produce 
sustained oscillations at marked nodes. Depending upon parasitic circuit 
capacitance to ground, marking currents in the order of 0.2 to 0.6 milli- 
ampere are typical. The V-J characteristic of the switch illustrates a 
typical discontinuity at J = 2.5 milliamperes. It is in this current region 
that the glow discharge of the gas tube moves from the outer surfaces 
of the cathode into its cavity.’ Above this current, the tube continues to 
display a negative impedance—in this case, a useful transmission param- 
eter. At the normal operating bias Js , negative resistance of the order 
of 200 to 300 ohms is exhibited. The current in the chosen path is ad- 
justed to the busy state (path-holding) value by changing simultane- 
ously the load impedance and the source potential to path-holding values. 
The path-holding potential is below the voltage necessary to maintain 
conduction in the remaining marked switches, which are not required 
for the talking connection, and they extinguish. More will be said in a 
later part of the paper concerning the transmission properties of the gas 
diode switch and resulting network performance. At this point one other 
aspect is pertinent — the variabilities of all the switch parameters here- 
tofore discussed. These ultimately determine the switching margins 
against false breakdown behavior. Successful design of a multistage net- 
work depends upon adequate limitation of the variabilities because, in 
ways which will become clear, they produce cumulative uncertainties 
in the process of propagating the marking potential into the fabric of a 
multistage switching network. 


IV. BREAKDOWN SWITCHING NETWORKS 


The crosspoint breakdown network exploits two useful characteristics 
of the switch element. One of these is that the path selection and con- 
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trol may be carried out over the path itself. The control voltages are 
applied to path nodes and directly operate the connecting switches. 
The second property of the switch is its utility as a memory cell. Its 
conducting or nonconducting state is read nondestructively in the path- 
finding process, thereby providing the mechanism for discerning idle 
nodes. No auxiliary path memory is required for these switching net- 
works. Busy paths are avoided in the connection process without prior 
knowledge about the existing nodal busy or idle states. The nodal volt- 
ages shift potential when the node becomes busy, biasing the uncon- 
nected adjoining switches so that they cannot be broken down. 

A node, qg, in a multistage network may be in one of several states: 
busy, idle, marked or primed. The idle state potential is derived through 
shunt-bias impedances connected at the nodes. The prime-state potential 
is similarly derived but is applied in the marking sequence to designated 
nodes when directing the new paths to specified switch units, frames or 
switch levels is desired. The busy and marked potentials are derived 
from the various terminal circuits and transmitted through the switches 
to all the nodes in the respective marked or busy paths. 

A marked node is expected to break down switches which connect 
with primed nodes in the succeeding stage. However, busy nodes are 
expected to be inaccessible from the adjacent nodes, excepting, of 
course, those which are associated with it in a busy path. These ex- 
pectancies are met by a combination of properly chosen state potentials 
operating successfully with the voltage-current characteristics of the 
switches. 


V. SWITCHING NETWORK BREAKDOWN MARGINS 


One of the major design considerations in the construction of multi- 
stage switching networks is the provision of adequate voltage margins 
against false connections. A voltage margin may be defined as the 
minimum breakdown voltage of a switch less the maximum voltage 
that appears across it when it is in proper operation and should not 
break down. The following sections will illustrate a general method of 
calculating such margins in large networks and give some specific appli- 
cations to several marking techniques. To facilitate the description of 
the network operation and margin conditions, the following list of 
terms, abbreviations and symbols is used: 


n = number of network stages, 


q = a general node in the network, 
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M,° = an a-type voltage margin between node q and a succeeding 
connecting node (gq + 1), 


RM, = an x-type voltage margin between node g and a preceding con- 
necting node (q — 1), 


VI, = voltage at node q during idle condition, 
VK, = voltage at node q during busy condition, 
VM, = voltage at node qg during marking condition. 


Fig. 2 shows two paths through an idealized n-stage network where 
there is no associated link circuitry. Only a general node q will be dis- 
cussed. To provide adequate margins for the reliable operation of the 
network, it is necessary to select the worst possible condition contributing 
to false breakdown which exists between adjacent nodes, and then to 
optimize that condition. At a given time, a general node g may be in 
idle, busy or in some form of marking or priming condition. These po- 
tentials are indicated by the symbols VJ,, VK, and VM,, respectively. 
In addition, the busy node potential includes an ac component V, , 
which represents the peak speech voltage transmitted through network 
paths. It is then possible to define the following set of margins to pre- 
vent breakdown of the switch in the forward direction. 

(a) Margin M,’, which will prevent breakdown of a series switch 


when node q is busy, and node (q + 1) is idle: 
M,/ = (Vg — AVs) — (VKq — VI qui) — Va. (1) 


(b) Margin 17,’, which prevents a series switch from breakdown when 
node q is busy and (q + 1) is busy: 


M,’ = (Vs — AVs) — (VK, — VKo1) — Va- (2) 


(c) Margin M,°, which will prevent breakdown when node gq is busy 
and node (q + 1) is in the marking condition: 


‘Mf = (Vz — AVz) — (VKq — VMq41) — Va. (3) 


(d) Margin M,,’, which prevents breakdown of a switch when node q 
is idle and node (q¢ + 1) is also idle: 


M,’ = (Vs — AVs) — (VIg — VIqu1). (4) 


(e) Margin M,’, which prevents a switch breakdown when node q is 
idle and node (g + 1) is busy: 


My = (Ve — AVz) — (VI[q — VKqy1) — Va. (5) 
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(f) Margin M,, which will prevent a switch breakdown when node gq 
is idle and (q + 1) is in a marking condition: 


M/ = (Ve — AVs) — (VI, — VM 741). (6) 


(g) Margin 7,’, which will prevent breakdown when node gq is mark- 
ing and (gq + 1) is idle: 


MM! = (Vg — AVs) — (VM, — VI q41). (7) 


(h) Margin /,", which prevents a series switch breakdown when node 
q is in the marking condition and node (q + 1) is busy: 


M,* = (Vs — AVs) — (VM, — VKoit) — Va. (8) 


(i) Margin M,', which prevents a switch breakdown when nodes 
and (gq + 1) are in the marking condition: 


M, = (Vs — AVs) — (VM, — VM ie). (9) 


This list of margins may be reduced if it be assumed that two adjacent 
nodes in the same condition do not provide sufficient potential across 
the intervening switch to cause a breakdown. This eliminates margins 
Mand M,' as trivial. It should be noted that, when there is more than 
one form of marking involved in the operational technique, the number 
of margins will increase. Under conditions which depend upon the par- 
ticular network configuration, certain members of the preceding list may 
become the necessary conditions for the desired breakdown of the switch. 
In these cases, the voltage differences become negative, indicating the 
assured breakdown of the switch. An example of this would be condition 
M,,’, which assures forward breakdown along the path of the desired 
connection. 

A similar number of margins may also be defined in the reverse direc- 
tion, 1.e., voltage conditions which operate the switch in their reverse 
breakdown condition. As an example, RM/,° may be defined as the mar- 
gin preventing a reverse breakdown of a device when node gq isin the 
busy condition, and node (gq — 1) is idle, i.e.: 


RM, — (Ves = AV rp) > (VK, = VIq-1) at Va . (10) 


Combining (1) and (10) gives a comparison of forward and reverse 
margins: 


RM, = M, = (Vrs — Va) a (AV rp x AV=z) + (VIq-3 = VI q41). (11) 


It is characteristic of the gas diode network that the margins in the 
reverse direction exceed the forward margins. In gas diode networks the 
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sustaining voltage drop of the device is substantial (approximately 100 
volts). To permit the breakdown of successive switches in establishing a 
connection, it is necessary to have a stage-to-stage increment in the idle 
node voltage bias about equal to the sustaining voltage drop. In (11) 
the term (VIq-1 — VJ,41) is then approximately 200 volts, assuring a 
large reverse breakdown margin. 

For devices having a very low sustaining voltage drop in the forward 
direction, the term to be considered in (11) is (Vee — Vz). To achieve a 
positive excess reverse breakdown margin, it is necessary that the switch 
reverse breakdown voltage, Vez, safely exceed the forward breakdown, 
Ve. 

Comparisons may be made among the other pairs of forward and re- 
verse margins as was done in (11). Such comparisons lead to the same 
result, namely, the reverse margins to prevent breakdown exceed cor- 
responding forward breakdown margins. The poorest of the reverse 
margins sets the requirement for the switch reverse breakdown voltage. 
Except for this calculation of reverse breakdown requirement for the 
switch, consideration now need be given only to the margins in the for- 
ward direction. 

The list of margins may now be reduced by inspection. Assume, as a 
reference voltage, the busy condition at gq to be VK, . Then the idle and 
marking conditions may be either positive or negative with respect to 
this reference potential. Combining equations (1) and (5) gives, for 
example, 


M,; =, M;, = (VI, oe VIq41) = (VK, at VK q41). 


Then, depending on the relative polarity of the idle condition, M,’ 
is greater than or less than M,’. In a particular network only one condi- 
tion will exist, and consequently only one of 7,” or M,° need be con- 
sidered. Similarily, it can be shown that only one of 17,’ or M," and only 
one of M,/ or M,’ need be considered. If the list of possible potentials 
for the idle and marking conditions is then considered with respect to 
the busy voltage as a reference, Table II may be drawn up (for conveni- 
ence, the subscript q is dropped). 

The worst marginal set now being known, it is necessary to optimize 
within the set in order to determine the best values of the circuit parame- 
ters. As previously indicated, the negative margin WM 7, Which assures 
forward breakdown along the desired path, is combined with the set of 
worst margins and provides a system of simultaneous equations in the 
bias voltages which may be solved for the particular case. 

This will be more clearly understood if an example is considered. As 
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an application of margin calculations, consider a network employing a 
. . . 4 . . 
technique of end, or terminal, marking to establish a connection. 


VI. END-MARKING TECHNIQUE 


This technique is a method of controlling the establishment of con- 
nections in a switching network where voltage (or impedance) marks 
are derived by translation of address information and applied to network 
terminals only. 

The propagation of the marks into the fabric of the network can be 
described briefly as follows. In the idle condition, all nodes are biased 
negatively. To establish a connection, a terminal is selected and a mark- 
ing potential, VM, is applied to the zero, or terminal, node. This is a 
positive potential and, combined with the negative idle voltages appear- 
ing at the connecting first nodes, it is sufficient to switch the first-stage 
devices to their low-impedance state. Associated with a switch in its 
busy state is a potential drop, Vs , and its variation, AV . The potential 
drop, Vs + AVs, now occurs across one of the first-stage crosspoints 
which switches to the low-impedance state, and a voltage VM) — 
(Vs + AVs) appears at the first nodal position. This, combined with the 
negative idle potential at the second nodes, is sufficient to break down 


NODE NODE NODE NODE NODE NODE NODE 
fo) 1 (q-1) q (qt+1) (n-1) n 








Fig. 2 — Two paths through an n-stage switching network. 
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the connecting second-stage switches. Multipled at each node are several 
paths leading through second-stage switches to secondary nodes; two 
such paths are shown in Fig. 2. The idle potential at any such multipled 
second nodes will cause breakdown of additional second-stage switches, 
permitting the marking potential to fanout to several switches in the 
second stage. It is this fanout of the marking potential which provides 
the ability of the network to seek out idle paths. The marking potential 
at one node tries to break down all multipled switches; those which do 
break down form elements of possible paths. By this method, the termi- 
nal mark produces progressive breakdown towards the outgoing termi- 
nal. Since sufficient current must be provided to maintain the multipled 
switches in the second (and ensuing) stages in their low-impedance states, 
it is readily seen that an important inherent drawback of the end-mark- 
ing technique is the very large current drain. (In three stages of 10 x 10 
switches, this fanout ratio is 1,000-to-1.) 

As a result of the voltage drops across switches in the busy condition, 
the busy voltage, VK, , at a node q depends upon the position in the net- 
work at which the reference voltage in the busy path, Vx , is introduced. 
Tor simplicity in discussion, assume that the de reference voltage, —V» , 
is applied at the outgoing terminal, and has associated with it a small 
variation, AV, . The busy voltage at node q is then given by the relation 


VK, = —(Vr +t AVr) + (n — g(Vs & AVs). (12) 


Experimentally, it has been found that, to switch a breakdown diode 
to its low-impedance ‘‘on’”’ state, it is necessary to provide a voltage 
greater than the nominal breakdown voltage and its variation, 
(Vz + AVz). This overvoltage is given by the symbol A. Then, for the 
end-marked network, the marking potential at a node with idle potential 
at the next adjacent node must turn the switch “on,” 1.e. 


VM, = Vi asi = (Ve + AVp + A). (13) 


Equation (13) represents condition (g) of the preceding margin list, 
where the voltage difference is negative, assuring the breakdown of the 
switch. Moreover, the difference in the marking potentials at adjacent 
nodes is merely the sustaining voltage (and variation) of the intervening 
switch, i.e., 


VM, = VM our + (Vs + AVs), (14) 
or, in general, 


VM, = VM 12 + UV s + AV). (15) 
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A tentative assignment of potentials can now be made for VM, and 
VI,. As indicated in (15), the marking potential changes from node to 
node decreasing as q increases, and cannot be set to a universal value. 
The idle potential at all nodes may, as a practical matter, be set to a 
single value. The marking potential has its least value at node (n — 1). 
Then, to satisfy (13), 


VM Va CAV A: (16) 


and VI, will represent the largest idle potential in the network. All 
other idle potentials will be less than this, and any universal idle potential 
must at least equal this value of VJ, . Choose, then, all idle potentials 
to be the same as VJ, , and set 


VI, = VI, = —(1 — a)(Ve + AVe + A), (17) 
where a is a fraction less than, or equal to, unity. From (16) and (17), 
VMi-a = a(Ve + AVe + A). 
From (15), 
VM, = VM,1+ (n — q— 1)(Vs + AYVs). 
Combining these two yields 
VM, = a(Ve + AVe + A) + (n —@ — 1)(Vs 4 AVs). (18) 


Then, for the end-marked network, (15), (17) and (18) give the values 
of the busy, idle and marking voltages. To determine the worst marginal 
conditions, the busy voltage is taken as a reference voltage, and these 
equations then represent the conditions in .the second row of Table II. 
The margins which must be considered are M,’, M,’, and M,". The con- 
ditions given by M,’ have already been considered in obtaining (13). 
The two remaining conditions which must be studied are 


M, = (Vs — AVs) — (VKy — VIqu1) — Va 
= aVs — (2 — a)AVa + Va — AVe 
— (1 — a)A — (n — g)(Vs + AVs) — Va, 
M,' = (Vs — AVs) — (VM, — VKou) — Va 
= (1 — a)Vs — (1+ a) AVs — Ve 
SN eae 2(n — q — 1)AVs — Va. 


Both these margins exhibit the worst conditions at the same node, 
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q = 0. To optimize conditions, these two margins may be equated, 
yielding, at q = 0, 
From this equation it may be seen that the reference voltage, Vz, 


is most independent of device parameters if 2a = 1. Under these condi- 
tions, 


2Ver = Vs — (n — 2)AVs. (20) 
The worst margin may then be expressed as 


Mé = Mé = 5V_—3.AV,—54 — AVa -2 Vs 


2 2 
(21) 
= (= . ?) AV. EVs, 





2 


The overvoltage, A, may also be considered as one of the necessary mar- 
gins in the network operation. Then, setting A equal to the other margin, 
the worst margin becomes 


bn — 2 
3 


To determine the number of stages of switching through which the mark- 
ing potential may be propagated, M is equated to zero, and (22) is 
solved for n. This gives 


nm = (Vz — 3AVz — 2Ve + 2AVs — 2V.)/(Vs + 8AV5). (23) 





2 
M = 1 Vy — AVs— AV 0 2 Vs —( Jars 27. (22) 


As a numerical example, suppose that the switch used is a neon gas 
diode whose characteristics are: 


Vz = 190 + 10 volts, 
Vs = 101 + 1 volt at 10 milliamperes sustain current, 
AVer = 1.0 volt. 


This network would operate in a 2000-ohm impedance circuit in order 
to transmit 10 milliwatts of audio power, and V, = 6.3 volts. Substitut- 
ing these values in equation (23) yields 


Nneon diode = (190.0 — 30.0 — 2.0 + 2.0 — 12.6)/(101.0 + 3.0) 
= 1.3. 
That is, the marking potential may be transmitted reliably through just 
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one stage of switching; with two stages of switching, the margins be- 
come negative and false breakdowns will occur. 

Various means for improving the margins for a gas diode network have 
been proposed. An obvious improvement is to bisect the network, so 
that it is marked at both terminals and these marks produce progressive 
breakdown toward the central nodes. At the center, a matching facility 
is necessary which will recognize the arrival of a clear path to both termi- 
nals and connect these paths. This matching device also permits the 
establishment of one connection only, which provides a lock-out func- 
tion against redundant parallel paths. Such a bisection should approxi- 
mately double the number of stages for which the use of a given switch 
is applicable. The network is symmetrical about the central node (junc- 
tor) and, consequently, the operation of only one-half the network need 
be studied. It is also possible to regulate the holding voltage, Vr, at 
the central position in the network, thereby minimizing the variation 
of the worst busy link voltage. 

The busy voltage at a general node q is given by the relation 


VK, = —Ve tAVn t+ (: 7 ) (Vs + AVs). (24) 


The propagation of the marking potential through the network is still 
represented by (13) to (15) and the marking potential has its least value 
at node (n/2) — 1. Then, to satisfy (13), 


VMapa + Vine = (Va + AVg t+ A). 


The potential VJ,,/2. represents the largest idle voltage, and all others may 
be chosen equal to it, i.e., 


Vine = VIg = —(1 — a)(Ve + AVe + A). (25) 
Thence, 
VMipa = a(Ve + AVz + A), 
and, from (15), 


VM, = VMapa + G 75 1) (Vet AVS: 


Combining these two yields 


VM, = &Vs + AVg + A) + (3 —q- 1) (Vs + AVs). (26) 
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Then, for the bisected, end-marked network in which the reference 
voltage supply is placed at the junctor, the busy, idle and marking po- 
tentials are given by (24) to (26). These represent the conditions in the 
second row of Table II and, as in the previous example, the margins 
M,’, M’ and M,' must be considered. Once again, M,’ represents the 
condition for the desired forward fanout of the marking voltage. The 
other margins may be written as: 


MM,’ = (Ve = AV=z) = (VK, =F Vig) — Vex = aVes = (2 = a)AV , 


+V_— AV (1-a)a— (2 — q) (Vs + AVs) — Vo, 


M,' = (Vs — AVzs) — (VM, — VK, + 1) — Va = (1 — @) Va 
= (1 + a)AV, — Ve AVe ad = 2(3— 9 — 1) aVs = Ves 


Both these margins exhibit their worst condition at the node g = 0. To 
optimize conditions, these margins are equated at q = 0, yielding 


Ve = (1 — 2a)(Ve + AVy + A) + (3) Vi= G = 2) AVs. (27) 


As before, Vr is most independent of device parameters if 2a = 1 and, 
under these conditions, 


We = (3) Ves (2 = 2) AVY: (28) 


and the margins become 


My = M, = 5Vz — AV, — ZA — AV,p -— 7 Vs 
(29) 





-(8E4 


If the overvoltage is considered a necessary margin and is equated to 
the margin in (29), the worst margin is 
3n + 
6 
Then, to determine the number of stages of switching through which the 
marking potential may fan out without a negative margin, (80) is 
equated to zero, and 
n = 2(Ve — 3BAVze — 2AVe + 2AV5 — 2V.)/(Vg + 3AVs). (31) 





M = Wn — Vn ~ 34V0 — "Vs —( Java -3 a+ (30) 
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This equation gives n as exactly twice the value for a nonbisected net- 
work in which Vz is supplied at the outgoing terminal, as indi- 
cated in (28). 

Then, for a gas diode switch, the bisected network can permit the 
propagation of the marking potential through two stages of switching 
before false breakdowns will occur. 

Although there will be no change in the margin equations just derived, 
it is possible to obtain a more symmetrical arrangement of the network. 
The switches in each half of the bisected network may be polarity-ori- 
ented towards the junctor. This symmetrical arrangement exhibits bet- 
ter transmission properties for the network than did the preceding 
“straight-through” case. Gas diodes of the type presently available are 
used in a region of nonlinear negative resistance. In the straight-through 
network, instability and distortion arise from this nonlinearity. 

For a bisected network, then, it would appear that a maximum num- 
ber of stages would be two, unless additional control of the circuitry were 
added. 


VII. PROPAGATORS 


Such an additional circuit is the propagator. This is an auxiliary link 
circuit which, in a multistage network, would appear at intermediate 
nodes. The propagators correct for the variations in switch character- 
istics by requantizing the voltage mark as it is transmitted towards 
the junctor. This regenerated potential can then fan out through two 
additional stages and still maintain positive margins. 

A propagator circuit, for use with a gas diode switch, is shown in lig. 
3. A marking signal, in the form of a positive pulse, ionizes the gas di- 
ode, X,, in the stage of switching preceding the propagator. An idle 
input bias and link resistor provide that, when X, ionizes, current flows 
from X, to the idle input bias terminal. When X, breaks down to its 
low-impedance state, the voltage at the cathode of X, will increase by 
the difference in the sustaining and idle voltages of the diode switch. 
The increase is ac-coupled through a resistor-capacitor combination, 
R,-C; , to the anode of the propagator gas diode. The diode D is re- 
verse-biased, and the voltage coupled through R,-C, will add to the idle 
voltage already appearing at the propagator anode. When the positive 
pulse at the cathode of X, rises above the potential of the idle output bias, 
the diode D, becomes forward-biased and a small part of this pulse is 
reflected through D, to the cathode of the propagator tube. Despite the 
appearance of part of the pulse at the propagator cathode, the main 
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part of the pulse arrives at the propagator anode. The pulse reaching 
the anode of the propagator has an exponential decay with a time con- 
stant C,(R, + Re). 

To assure breakdown of the propagator tube, this pulse must remain 
above a given breakdown voltage for a time greater than the longest 
ionization time of the tube. Simultaneously with the application of mark- 
ing voltages, a propagator mark voltage pulse appears at all propagators. 
This rises to the same potential as the idle propagator bias, thereby 
giving this supply a low-impedance path on the anode side of the prop- 
agator tube. In the busy paths the propagator gas diodes are not ion- 
ized by the propagator mark voltage. This voltage is coupled into the 
circuit through diode D, ata magnitude which does not exceed the prop- 
agator idle bias, so that the marking pulse will not be coupled into busy 
nodes through the 2,C; network. The source impedance of the propaga- 
tor mark voltage is low so that, upon ionization of the propagator gas 
diode, a new source of marking potential is effectively coupled to the 
output node. The cathode voltage rises to the clamping potential, the 
mark limiting voltage. This is the newly regenerated marking potential 
which propagates forward into the succeeding switching stage X¢. 

The propagator also reduces the fanout current for the X, stage of the 
distribution network during the marking cycle. This, of course, reduces 
the current requirement of the voltage-marking source at the network 
terminal. 

With propagators, a six-stage network may be constructed to operate 
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Fig. 3 — Active mark propagator circuit. 
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with positive voltage margins. The four inner stages, bisected as already 
described, now operate as two two-stage networks. Between these and 
the two outer stages are inserted propagator circuits. In this arrange- 
ment each half of the network is marked as a one-stage network and a 
two-stage network and is held, in the busy condition, as a three-stage 
network. The margins lie between those of a two- and a three-stage net- 
work; examination shows them to be positive and close to those of the 
two-stage network alone. . 

The propagator just described operates to connect additional marking 
energy into a switching node and provides the dual results of requantiz- 
ing the mark potential and supplying the fanout current. When current 
fanout is not a consideration, the following passive circuit (lig. 4) may 
be employed at less cost. This circuit is useful, for example, between 
stages two and three and between stages four and five of the six-stage 
network as an additional margin improvement circuit. No additional 
mark voltage source or active device is required. 

In the idle condition, diode D3 is reverse-biased, and a charge appears 
across capacitor C,. When a connection is being established, a marking 
signal appears at the anode of the second-stage switch X2. This, com- 
bined with the input idle bias, is sufficient to ionize X2, and the voltage 
at the cathode of X2 rises by the difference in the sustaining and idle 
voltages of the gas diode. This voltage pulse is not transmitted through 
D; to the anode of the third-stage switch X;. The pulse is, however, 
ac-coupled through the F3-C> resistor-capacitor network. The pulse com- 
bines with the output idle bias to produce a pulse which is limited by 
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Fig. 4 — Passive mark propagator circuit. 
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conduction of diode D, to the clamp mark voltage. This voltage is sub- 
ject to less variation than the original marking signal appearing at the 
anode of the second-stage switch. 

The requantized marking voltage is supplied to the anode of the third- 
stage switches X; and, combined with the third-stage output idle bias, 
it is sufficient to ionize the X3 switches. The discharge time of the 23-Cs 
network must be less than the time required to ionize the X3 switches, 
so that the potential appearing at the input node to stage three does not 
come out of the clamp before the X3 switches ionize. When the X3 
switches conduct, the potential at the X3 node falls, and diode D; then 
conducts in the forward direction, completing a de path from the second 
to the third stage of the network. 


VIII. NETWORK CONTROLS 


To this point the discussion primarily has been concerned with the 
distribution switching network; there has been a description of the 
end-marking process, the switch characterization and circuits such as 
the propagator which implement the marking process. There are, how- 
ever, several types of orders which must be carried out by the network.! 
Information must flow between the memory elements of the system 
and various network controls which carry out these orders. There must 
also be a sequence circuitry for programming these orders through the 
network. The following sections will briefly discuss network controls 
and their operation such as those which will be used in the experimental 
electronic switching system. 

Connections are set up in the distribution switching network by 
marking, or changing the voltage, at the particular end terminals be- 
tween which a transmission path is desired. This change of voltage is 
propagated through the network from each side toward the center on 
all idle paths. At the junctor only one of the many paths that can handle 
the call is permitted to connect itself to the hold supply. 

To establish a connection through the network, the binary address 
of the desired terminal is sent from the central control of the system 
to the input of a selector circuit. The selector contains two stages of 
magnetic core circuitry. It translates in two stages the given address 
to a two-digit address, one 20-valued and one 50-valued. Seventy leads 
then are wired through a maximum of 1000 terminals. Each terminal 
has a resistor and a selector gas diode, which act as the last stage of 
selection. These elements are wired to the 20-by-50 crosspoint matrix. 
A negative pulse on one of the 50 X-coordinate leads and a positive 


1440 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


pulse on one of the 20 Y-coordinate leads will cause one, and only one, 
of the network terminal selector gas diodes to ionize. This transmits 
the marking potential to the anodes of the first-stage switches. 

Associated with the selector is a sequential pulsing circuit. A pulse 
into this circuit clears both stages of the selector core circuitry. The 
input cores then are set according to the voltage pattern on the address 
leads. Finally, the information is read through the two stages of cores 
and fires one selector diode in the output stage. 

At the end of this operation, three pieces of information are returned 
to the central control of the system: (a) the completion of the operation, 
(b) its success or failure, and (c) for an unsuccessful connection, 
whether a failure was caused by encountering a busy terminal or by 
failing to make a connection. This latter case may be caused by a fault 
in the system or by inability to find an idle path from an available 
junctor to the desired terminal, i.e., blocking. 

When the desired terminal address is sent to the selectors, other 
operations are also begun. The propagator pulsers are turned on, and 
the “time-out” pulser is set. This pulser is a clock which measures the 
interval permitted in which to establish a connection. 

The busy-check delay circuit is also set in operation. This is a mono- 
stable flip-flop which times the check of end terminals for busy con- 
nections. If either of the end terminals is busy within the check period, 
the junctor enabler is not started and the operation is concluded. 

If both terminals are idle, the junctor enabler circuit, which sequenti- 
ally tests junctors for the presence of mark signals, is set in operation. 
A junctor circuit and control are shown in Fig. 5. A junctor latch tube 
receives marks from both sides of the network and, with the enabling 
signal, it ionizes and completes the paths from the marked terminals 
through the two halves of the network to the holding potential. A match 
pulse is generated by the resulting holding current which indicates the 
successful completion of the connection. 

If, at the end of the permitted “time-out”, neither a “successful 
match” nor “busy” signal is received, the time-out pulser reports this 
to the central control and the network controls are cleared. 

The controls are cleared after each operation of a sequential circuit. 
A pulse from the match (or release) detector, from the connect (or 
release) time-out pulser, or from the central control system can initiate 
such a clearing sequence. In the connect sequence, a pulse from any of 
these sources stops the junctor enabler and resets the time-out pulsers. 
Deionization of the gas tubes in the output stages of the propagator 
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pulsers and selectors begins, and the control voltages are removed from 
the network. 

After sufficient time has elapsed to clear the network and its controls, 
a pulse is transmitted to the central control which signals the readiness 
of the network to accept the next command. 

To disconnect a path, the address of either terminal of the connection 
is fed from the central control to the appropriate terminal selector. This 
translates the address in the same way as for the connect order and 
reapplies the mark voltage at the specified terminal. Associated with 
the release order is a delay circuit which, upon operation, initiates the 
“release time-out” clock. The mark voltage is transmitted via the 
connection to the junctor. This, in conjunction with a release pulse 
applied in common to all junctors, fires a release tube in the junctor 
which removes the hold current from the latch tube. When the current 
in the latch tube has decreased below its minimum sustaining current, 
deionization takes place. The release tube then is extinguished by re- 
moval of the common release pulse, and the network release is complete. 







CURRENT 
REGULATING 
& LIMITING 
RESISTORS 


' 
I 
OUTPUT 


YY WCW ® WOW ® & 
OWNWWWAWAW & 


INPUT 
SWITCH IDLE aa IDLE SWITCH 
Xs BIAS ae BIAS Xa 
4_RELEASE 
TUBE 
O O 
LATCH 
TUBE 





JUNCTOR ae eaee RELEASE 
ENABLER ee PULSER 


| 
HOLD SUPPLY 





Fig. 5 — Junctor circuit and control. 
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Network control circuits include one more group, called “identifiers.” 
These are the inverse of selectors; they detect at network terminals 
changes in current which are produced by marking or release actions 
and translate the specific action location into its binary address. This 
function serves two important purposes in network operation. First, 
the operation of the selectors which translate the input binary address 
into action at a specific terminal is checked by the simultaneous inverse 
translation of the action back to binary address form. The selector 
address is compared with the identifier address. If the two binary num- 
bers match, it is certain that marking potential was connected to the 
specified terminal. Mismatch is a valuable trouble indication and a 
signal to operate with the duplicate set of network control equipment. 

The second use of the identifier is to permit a trace through the net- 
work. When a disconnect is initiated at one terminal in a connection, 
the equipment number of the opposite terminal is recovered in its cor- 
responding identifier. Progressive disconnect is thereby facilitated with- 
out the need for large amounts of call memory. 


IX. INTERNAL MARKING 


An alternative to the end-marking scheme is to program the marking 
of each stage of switching according to the terminal addresses involved 
in the particular connection. The network terminal address is a binary 
word which may be divided into several sections. Jor the six-stage net- 
work, these sections specify the appropriate superframe, frame and 
switch components of the address. Each section of the address is used 
to control a sub-selector and a full selector marks the terminal. The 
switch selector has access to the first nodal circuits; the frame section 
of the address has access to the second set of nodes. The superframe 
section of the address is used to partially control the junctor enabler, 
limiting its access to junctor nodes in the selected superframe. This 
technique applies marking potentials to the selected nodes in the net- 
work, directing the establishment of connections. 

The system is characterized by the addition, at each node, of an 
auxiliary marking circuit which includes a shunt breakdown switch. 
It is through these shunt switches that individual nodes are marked, 
permitting the establishment of a unique path in both halves of the 
network. A selective choice of matching devices at the junctor then will 
permit the establishment of a unique path through the entire network. 
This procedure is similar to that used in the crossbar systems. The 
ability to determine a single switching path eliminates the problem of 
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fanout that occurs in the end-marked network, giving a considerable 
saving in marking-current drain. 

Two paths through one half of such an internally-marked n-stage net- 
work are shown in Irig. 6. The network is bisected and the reference volt- 
age in a busy path, — Vz, is introduced at the central node. The opera- 
tion of the system is symmetrical about the junctor, and only that of one 
half need be considered. 

As for the bisected end-marked network, the busy voltage at a general 
node, q, is given by the relation 


VK, = —VrtAVe) + (: _ ‘) (V, + AV,). (32) 

The sequence employed for establishing a connection is now detailed. 
In the idle condition the nodes are permanently biased through a resis- 
tor, R,, at a negative potential, /,. When a node has been selected to 
participate in the establishment of a connection, a positive potential, 
V,, is applied through the shunt switch in series with another resistor, 
r,. The voltage, V, — E,, is sufficient to operate the shunt switch at a 
sustaining current, J, - AI, , somewhat in excess of its minimum sus- 
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Fig. 6 — Two paths through n/2 stages of internally marked switching network. 
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taining current, 1.e., 
Vo — De _ (Vp ++ AVz + A (33) 


If the node is already busy, the application of V, will not operate the 
shunt switch. Thus, busy paths are not disturbed by the marking of 
nodes in the process of setting up new paths. This change of state at the 
node will be called priming, and the potential at q during this condition 
is VP,. 

The junctor node, in the idle condition, is permanently primed at a 
value VPn/2 through the resistor 2,2. If an idle junctor node is selected, 
a negative potential V,/2. is applied through r,/2 to turn on the shunt - 
switch at the node n/2. This places a negative potential VMTInjo at 
the node, where VMJ,;2 is called the first marking potential at node 
n/2. If now a connecting preceding node is in the primed condition, the 
series switch between these nodes will turn on, i.e., 


VP ays — VMInp, 2 (Vea + AVe + A). (34) 


The potential now appearing at node n/2 — 1 is VMInjp1. This 
negative potential is such that, combined with the priming potential at 
the next preceding connecting stage, it will turn on the intervening 
switch. To assure this condition, rnje <& njo1 . In this manner, the mark- 
ing potential is propagated outwards towards the terminals and, in 
general, 


VES = VME Va AV Ee, (35) 


The resistances, 7o and rn, are such that 7 <K raj. Consequently, 
when the mark has reached the zero node (terminal), nodal potentials 
again reverse, and a positive potential now appears at each node in the 
first half of the network. This positive potential, given by VMII,, 
is called the second marking potential. 

A similar succession of potentials appears at the nodal positions in the 
second half of the network. If a clear path for the connection has been 
encountered in both halves of the network then, during the junctor en- 
abling, the potential VMJI,/2 coupled with the enabling voltage will 
cause the junctor switch to break down and conduct in the forward di- 
rection. This permits a large current to flow in the series switches. The 
detection of this current surge sets in motion circuitry to extinguish the 
shunt switches and supply a holding current and voltage in the busy 
path. 

The priming voltage, VP, , at a node q is determined by the bias volt- 
age applied to the node, Vq, Le., 
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VP, = Va — ran + Alp) — Vs — AV; (36) 
Combining (35) and (86) yields 
—VMI,= Vs+tAV,+A 
+ tye + Aly) Vet AVe = View: (37) 


A tentative assignment of potentials may be made for V,. This may 
have the same value at all nodes, and so may be set to 


V, = B(Vea + AVe + A), (38) 
where @ is a fraction less than, or equal to, unity. Then, to satisfy (83), 
Ey = —(1 _ B)(Ve + AVg + A). (39) 


The network operation involves three forms of marking and, as a 
consequence, the number of margins to be considered is increased three- 
fold over the number considered when one form of marking was em- 
ployed, as in the end-marked case. That is, VM of Table II now has 
three possible values, VP, VAZI and VMITI. The potential at node q 
under differing conditions is given by equations (32) to (89). Using the 
busy potential at node q as a reference, the idle and priming voltages 
represent the conditions of line two of Table II. The idle, busy and first 
marking voltage give the conditions of line five of Table IT. Since there 
is some freedom in the choice of the junctor enabling potential, VAZTT,,2 
may be chosen so as to give better-than-minimal margin conditions. For 
example, VAIII,/2 may be chosen to be (Vs + AVz + A). Then the 
idle, busy and second marking voltage give the conditions on line two of 
Table II. These conditions, however, are less restrictive than those repre- 
sented by the idle, busy and priming voltages. The marginal conditions 
to be considered, then, are (a), (c), (f), (g) and (h) of Section V. 

Marginal conditions (f) and (g) are merely restatements of the condi- 
tions necessary for the proper network operation. An examination of the 
remaining margins shows that 1/7,” may be eliminated as being less re- 
strictive than 1/,° and M,". Then the two worst conditions are given by: 

(i) Margin M7,’, which prevents the breakdown of a series switch when 
node g is busy and node (q + 1) is in the first stage of marking, i.e., 


Mf = (Ve — AVs) — (VKy — VMTqay) — Va- 
From (82), (87) and (88), this becomes 
M, = BVz + (6 — 2)AVa + (8 — 1)A + Ve — AVe 
(40) 


- = reall, + AT,) — G en ao i) (V. + AVs) — Va. 
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(ii) Margin M,", which prevents the breakdown of a shunt switch 
when node q is in the busy condition and is subsequently primed, i.e., 


-M = (Vs — AVs) — (V, — VK, — Va- 
From (32) and (38) this becomes 
M; — (1 c B)Vz a el + B)AVa ro. BA = Ve oF AVr 
(41) 
+(3 ~ 1) (Vs — AVs) — Va. 


Margin M,,° exhibits its worst conditions at node g = 1; M," has its 
worst conditions at g = n/2. To optimize conditions, 47;° is equated to 
M,/2', yielding, 
2Ve = (1 — 28)(Ve + AVe + A) 


4 (3) (Bk) aa, 


As before, Vr is most independent of device parameters if 28 = 1 and, 
under these conditions, 


2V n= (2) (Wa + Vs) + rllp + Aly) (43) 
and the worst margin becomes 


MY — M cate)” —= Vp —_ | sav, + 3A oe AVr =f aro(Lp + Aly) 
(44) 
+3 (Vat ave) | SV 

If the overvoltage is considered a necessary margin and is equated to 
the margin in (44), the worst margin is 
M — 4Va 

n (45) 

— Be GAY es Patil Aly). + 6 (Vs + ave) | = 8 a 


As a numerical example, consider such an internally marked network 
employing neon gas breakdown switches. For such a device, 
. ro = 5000 ohms, 
I, = 10 + 3 milliamperes. 


Using the previously given values for the other parameters, the margin 
M vanishes when n = 1.5 stages. This would then appear to be no im- 
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provement on the end-marked network. For an internally-marked net- 
work using devices with smaller values of Vs and /, , full benefit may be 
taken of the principal advantage of the internally-marked system — the 
saving in current fanout between successive stages. 

T'rom the foregoing discussions, it is possible to arrive at certain con- 
clusions from a switching margin viewpoint concerning desirable switch 
characteristics. These are listed below. 

(a) All margins would be considerably improved if the ac breakdown 
voltage used in the calculations were equal to the nominal de value. This 
would require the switch to take all transient voltages without exhibiting 
any loss in Vz. 

(b) The margins improve as the variations in the switch parameters, 
AV; and AVg, are reduced. This requires a close supervision of the ac- 
ceptable limits placed on switch characteristics during manufacture, 
together with minimum deterioration in the lifetime of their application. 

(c) The overvoltage, A, required to assure breakdown of the switch 
either subtracts from the margins or may be considered to be a margin in 
itself. For gas diodes the speed of switching depends on the overvoltage, 
and so a compromise must be made between margin and speed. For the 
p-n-p-n switch the speed limitations due to overvoltage limitations are 
inconsequential, so that the overvoltage requirement is small. 

(d) The power consumed in maintaining a switch in its “on” state de- 
pends on the minimum sustaining current, J) , and the sustaining voltage, 
Vs. Consequently, a low value of J) and Vs will save considerably on 
the holding power drain. 

(e) The forward and reverse impedance of the switch in “off” condi- 
tion should be as high as possible. Then the impedance at idle nodes con- 
sists of the bias resistor connected to the idle bias potential in parallel 
with the impedance of multipled switches connected to other busy or 
idle nodes. If the multipled switches terminate at nodes that are not in 
the idle condition, leakage currents will flow into the node and alter the 
value of the idle potential. To prevent excessive variation of the idle 
bias voltage at a node (and hence deteriorate the margins) it is necessary 
that the ‘‘off” switch impedance be very much greater than the bias 
resistor. Both gas diode and p-n-p-n switches are expected to exhibit ade- 
quately high “off? impedance. 


X. TRANSMISSION ASPECTS OF A BREAKDOWN CROSSPOINT SWITCHING 
NETWORK 


The busy state of network nodes directly affects the switching mar- 
gins. This is due to variabilities in the switch sustain potential accumu- 
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lating from stage to stage and to the amplitude of the speech signals 
which are transmitted through the paths. These and other interactions 
between switching and transmission states, as well as transmission 
factors per se, have largely determined the design choices. This fact 
distinguishes networks of this type from the electromechanical systems, 
where the switching and transmission factors are separate to a far 
greater degree and are of relatively minor importance as design limita- 
tions. 

Discussion of transmission through the gas diode switching network 
starts with the V-7 characteristic, Fig. 1. The intersection of the busy- 
state load line with the switch characteristic sets the operating sustain 
current at 10 milliamperes. At this current, the ac resistance of the 
switch is negative. The magnitude of the resistance, about 200 ohms, 
varies with the current, temperature, age of the switch and, in a way 
related to the temperature behavior, it varies with time over the first 
several minutes from the moment the path is made busy. 


2000 



































NEGATIVE RESISTANCE IN OHMS 























OPERATING CURRENT IN MILLIAMPERES 


Fig. 7 — Variation of the A1624 gas diode negative resistance with operating 
current. 
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Curve a of Fig. 7 illustrates variation of negative resistance with cur- 
rent. The steepness of the characteristic at the operating point affects 
the design in two ways. First of all, it indicates that the source of holding 
current must be closely regulated, or variations in the negative resistance 
will occur from time to time as the power supply varies. These variations 
produce over-all gain variations which result, in one direction, in high 
transmission loss through the network and, in the other direction, in os- 
cillations. The switch is useful as a series negative-resistance transmission 
element for compensation of the incidental series transmission losses else- 
where in the switching network, principally the copper loss of the cou- 
pling transformers. Gain compensation in this manner Is analogous to the 
use of negative-impedance two-wire repeaters for trunk circuit loss com- 
pensation. The wide variability of the external terminations for the 
switching network indicates that the network transmission paths should 
be unconditionally stable between open or short circuit terminations. Ex- 
cess positive resistance loss is designed into the transmission path to ac- 
count for the maximum variations in positive and negative resistance and 
assured network stability. The greater these variations are, the greater 
must be the residual transmission loss. In an experimental six-stage gas 
diode switching network, the design value for the transmission loss is 1 
db. This value also produces an optimum over-all return-loss characteris- 
tic, since the residual shunt and series losses are about equal and together 
represent a pad properly matched to the 2000-ohm network circuit im- 
pedance level. 

The dependence of the impedance of the gas diode switch upon cur- 
rent passing through it has a second deleterious effect. Signal current 
variations produce distortion and, more importantly, if sufficiently large, 
they swing into the low-current high-gain region of the switch, with con- 
sequent instability. Both effects have been minimized in the six-stage 
network. A potential introduced at the center of the network supplies 
parallel-feed hold current to each pair of three oppositely poled stages 
of switching. Signal current flows through all six switching stages in 
series. Thus, as the signal current increases in three tubes it simultane- 
ously decreases in the remaining three tubes. Compensating negative 
resistance variations are thereby introduced into the signal path. The 
resistance of a single tube may be expressed as R(J) = Roo) + Ar(Az), 
where Fo(Jo) is the resistance at the bias current Jo , and Ar(Az) expresses 
the change in resistance produced by deviations in current from the bias 
value. The resistance of six tubes in a center-fed path is given by: 


1450 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


De 


6 


6Ro(Io) + 8Ar(At) + 8Ar(—Az) 


6'Ry + 4Ar(At) + 4Ar(—Az)]. 


I 


To the extent that tubes are alike, an even-order balance is achieved. 
The effective resistance per tube is plotted as curve B of Fig. 7, which 
is a construction from curve A assuming a mean bias of 10 milliamperes 
and signal excursions about this operating point. The characteristic, 
parabolic in shape, results in an over-all increase in gain at the peaks 
of signal excursions and forces operating range limits of about +3.5 
milliamperes from a 10-milliampere bias. These current limits at the 
2000-ohm network transmission impedance permit a maximum sine 
wave transmission amplitude of 12 milliwatts. The current limiting 
circuit in the junctor is biased to limit the current excursions to the 
+3.5-milliampere value. This current swing produces a corresponding 
maximum signal voltage swing of +7 volts at the terminals. The voltage 
clipper diodes in shunt with the transformer winding are designed to 
conduct at +9 volts, just above the maximum signal. These diodes 
limit input signal amplitudes to values which can be transmitted. Their 
basic purpose is protection. In combination with the current-limiting 
feature, they prevent lightning and power faults from breaking down 
switches into existing network connections and from extinguishing 
paths which are present. Without this protection, early networks were 
sensitive to excessive signals; the paths were easily extinguished by 
extreme speech signal peaks. 

Another significant characteristic of the gas diode switch is its trans- 
mission behavior as a function of temperature. Ambient temperature 
acts directly to change the negative resistance. In addition, temperature 
variations produce changes in the sustain voltage of the switch. These 
voltages, in turn, react to produce changes in the bias current of the 
held path, with resulting resistance changes already discussed. In addi- 
tion to the effects of ambient temperature, the tube when operated 
dissipates about 1 watt, to produce a relatively large temperature rise 
in the first several minutes of operation. Both temperature effects were 
overcome by at all times maintaining about the switches a stream of 
air held at fixed temperature (--5 Fahrenheit degrees) and moving about 
500 feet per minute. By this expedient the temperature of the tube is held 
within narrow limits. Fig. 8 shows the variation in the over-all six-stage 
network input resistance with time, with and without the benefit from 
moving air, from the moment of establishing a path. Curve B illustrates 
an increasing impedance with time corresponding to a decrease in the 
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Fig. 8 — Starting circuit impedance transient due to the thermal properties of 
the A1624 negative-resistance characteristic: (a) air flow of 500 feet per minute 
across tubes; (b) tubes in stagnant air. 


negative resistance of the gas diode switches as they heat in still air. 
Curve A corresponds with curve B but, in this case, with the use of a 
moving air environment. The expedient taken in this case to overcome 
the temperature characteristic is costly and was employed in view of 
the short time available. A promising longer range approach includes a 
better gas discharge characteristic and better packaging from a thermal 
point of view. 


XI. CROSSTALK 


The 2000-ohm network impedance level for the gas diode switching 
network is a compromise choice between insertion loss and capacity- 
coupled crosstalk among busy paths. Coupling among the busy paths 
is a special problem, since the switching network is unbalanced to 
ground. The ground plane within the equipment provides a common 
return circuit for all the path-terminating transformers. The coupling 
impedance of the common ground connection has not been a serious 
limitation. Mutual capacitance between adjacent circuits is the limiting 
source of coupling. It is minimized by switch designs which attempt to 
secure a Maximum separation between adjacent circuits. The links 
between stages of switching necessarily are several feet in length and 
their large number necessitates relatively close spacing. In the present 
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Fig. 9 — Distribution of crosstalk loss values for an experimental six-stage 
gas diode switching network. 


design, direct coupling was reduced by the shielding effect of ground 
wires interspersed with the active leads. Factors of improvement of 
3 to 10 are readily obtained with no more shielding than this. 

At the 2000-ohm circuit impedance level, the mean path-to-path 
crosstalk loss achieved in the present design is about 80 db. Fig. 9 shows 
the distribution among paths to be nearly normal, with a sigma of 5 db. 
This performance is considered to be just tolerable and an improvement 
of 5 db is to be sought in subsequent designs. Higher circuit impedance 
would further aggravate the crosstalk problem and lower impedances 
will be beneficial. However, from the standpoint of insertion loss varia- 
tions due principally to gas diode negative resistance variations, the 
situation is reversed. Higher circuit impedances: will better absorb the 
switch impedance variations and lower impedance circuits would be 
more susceptible. For the experimental gas diode switching network, 
the impedance was set at 2000 ohms, as high a value as seems possible 
in terms of crosstalk performance. 
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The Timing of High-Speed Regenerative 


Repeaters 


By 0. E. DE LANGE 
(Manuscript received November 29, 1957) 


A simplified method for determining the behavior of the timing portion 
of a chain of regenerative repeaters is presented. The method applies to 
self-timed as well as separately timed systems. The effect of random noise, 
as modified by the timing circuit bandwidth, is calculated. Defects other 
than noise are discussed. System requirements for the satisfactory trans- 
mission of a number of types of signals are determined. 


I, SCOPE OF PAPER 


Technical advances in the microwave art, and particularly in con- 
nection with waveguide transmission, have made pulse code modulation 
with the use of regenerative repeaters a plausible means for broadband 
transmission over distances of thousands of miles. Such transmission 
can be successful only if the signal can be satisfactorily retimed in a 
chain of one to a few hundred repeaters. 

The problem of retiming has been considered, chiefly in connection 
with a particular type of repeater, by E. D. Sunde. Extensive mathe- 
matical treatments of this problem appear in accompanying articles by 
W. R. Bennett? and H. E. Rowe? of Bell Telephone Laboratories. This 
paper points out some of the problems encountered in timing and pre- 
sents a less mathematical method for determining the behavior of the 
timing portion of a chain of regenerative repeaters. It also considers 
' the behavior in connection with the requirements for the satisfactory 
transmission of broadband signals through 100 repeaters. 

The method used here is based on the fact that the behavior of the 
timing part of a chain of self-timed binary repeaters is very similar to 
that of a chain for which timing information is transmitted over a 
separate analog channel. Both of these systems, therefore, can be an- 
alyzed by methods which are known for analog transmission. The method 
is applied to determine the effects of random noise upon a single re- 
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peater and it is then extended to include a chain of repeaters. The effect 
of timing circuit bandwidth is determined. The method yields numerical 
answers which agree with experimental results, as pointed out in the 
following article. It is found that, although noise effects accumulate 
along a chain of repeaters, the rate of accumulation is low. 

Effects other than those due to noise are discussed. In a realistic 
case these effects appear to be more severe than those of noise. Since 
they result from equipment deficiencies, it should be possible to reduce 
them to tolerable values by employing improved timing circuits. In 
particular, this can be accomplished by means of a few slightly more 
complicated timing circuits distributed throughout a system employing 
simple tuned circuits as timing filters. 

We conclude that, although noise and effects resulting from changes 
of pulse pattern preclude the possibility of regenerating PCM signals 
an indefinite number of times, it is possible to regenerate the few hun- 
dred times required for a long system without having to resort to com- 
plicated timing equipment or provide a signal-to-noise ratio much 
greater than that imposed by system requirements other than those 
involved in timing. 


II. GENERAL CONSIDERATIONS 


The main advantage of transmitting information in binary-pulse 
form results from the fact that such pulses can be regenerated at each 
repeater (see Ref. 5). The process of regeneration removes most of the 
signal distortion produced by noise, bandwidth limitations, ete., during 
transmission. If the distortion is not allowed to become excessive be- 
tween regenerators the signal at the end of a system with many re- 
peaters might have little more distortion than the signal at the input 
to the chain of repeaters. 

The regeneration of binary pulses involves two functions: (1) the 
removal of undesirable amplitude effects; (2) the restoration of each 
pulse to its assigned position in time. An ideal repeater provides a per- 
fect train of timing pulses to perform the second of these functions. In a 
practical repeater, these pulses may be displaced from their correct 
positions as a result of noise or other disturbances. The fundamental 
timing problem is that of deriving suitable timing pulses in the presence 
of such disturbances. There are two basic methods of providing timing 
information at a repeater: in the first method, this information is trans- 
mitted over a separate channel, and the system is said to be ‘externally 
timed’’; in the second, it is derived from the incoming train of signal 
pulses to provide a “‘self-timed”’ system. 
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In either of the above systems the timing wave will be recovered as 
an approximately sinusoidal wave through a narrow-band filter of 
some kind. This sine wave is converted to a train of short pulses, the 
times of occurrence of which are determined by the phase of the sine 
wave. Although the timing function is performed only by the train of 
pulses, we shall use the term ‘timing wave” to indicate either this 
train or the sine wave from which it is derived. Along with the sine 
wave at the output of the filter there will be undesired frequency com- 
ponents due to any disturbances which may exist. The resultant wave 
is caused to vary in phase and amplitude as shown for a single inter- 
fering component by Fig. 1(a). Limiting can be employed to remove 
the amplitude variations but the phase deviations, as shown by Fig. 1(b), 
are of the most concern in a timing system. The amount of phase devia- 
tion is determined by the ratio of timing signal power to timing noise 
power. We shall, therefore, direct a considerable amount of attention 
to the calculation of this ratio. 

When the disturbing power entering the timing circuit consists of 
several components or of a large number spread over some frequency 
range, the resultant effect is equal to the sum of the effects of the in- 
dividual components if we limit consideration to the case where the 
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Fig. 1 — Effect of a single interfering frequency (a) before limiting and (b) 
after limiting. 
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signal-to-noise ratio is large. It is obvious that, for the distributed 
spectrum, the narrower the band of the timing filter, the fewer the 
number of components it passes and the smaller the phase deviation 
will be. From a practical standpoint, stability considerations place a 
limit on how narrow this band can be made; i.e., the narrower the band 
of the circuit, the more subject it becomes to slight detunings brought 
about by temperature variations, etc. 


Til. EXTERNALLY TIMED SYSTEMS 


3.1 Straight-Through Timing Wave Repeater 


Tig. 2(a) shows an externally timed system with one timing channel 
supplying tio signal channels. ig. 2(b) shows, in greater detail, a 
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Fig. 2 — (a) Externally timed system with one timing channel supplying two 
signal channels; (b) single repeater—straight-through timing channel. 
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single repeater of such a system. The straight-through timing channel 
shown on Tig. 2(b) appears to provide the simplest form of timing cir- 
cuit. Here a sine wave at pulse-repetition frequency f, is amplitude 
modulated* on an RI carrier of frequency f, and transmitted straight 
through the system. At each repeater this RI* signal is simply amplified, 
filtered and sent on to the next repeater. Hach RI circuit, including 
filters, is assumed to have a frequency characteristic which is flat over 
a total band of width B = 2 f, so as to pass the amplitude modulation 
sidebands. The characteristic is assumed to cut off sharply outside of 
this range. It is assumed that all noise in the system originates at the 
input to each repeater, that the RI signal-to-noise ratio is always 
large and that there is unity gain from repeater input to repeater input. 
The timing channel of Fig. 2(b) is seen to be a straightforward analog 
system in which, at the end of N repeaters, the noise power will be 
N times that at a single repeater. The RI signal-to-noise ratio at any 


repeater is given by 
W. P 
ue ee ge 1 
W).., NW,B’ (1) 


where P, is the mean RI power at the peak of an envelope cyclet and 
Wo is the noise power density, in watts per cycle of bandwidth, con- 
tributed by a single repeater. 

At each repeater some signal is taken off through a branch circuit 
where it is detected to recover the envelope, which is filtered through 
the narrow-band timing filter of bandwidth B,; to become the timing 
wave at that repeater. Although noise power is available over the entire 
band B, those components lying within two bands of width Bb; and 
spaced by frequency f, on either side of the RF carrier contribute most 
of the noise to the timing circuit. 

From (28) of Appendix A we find the timing wave signal-to-noise 
ratio at the output of the narrow filter of the first repeater to be 


Wee. 
Waa SWB; ; 
where W, is the mean power of the sinusoidal timing wave and Wha is 


the mean noise power. From a consideration of the way noise accumu- 
lates in a system, it is evident that, for N repeaters, the timing signal- 





(2) 


* Although it should be possible to transmit timing information by other means, 
for example by frequency modulation, we shall limit consideration in this paper 
to amplitude modulation systems. 

} Power is specified in this manner rather than in the more usual terms of RF 
carrier power since, in later discussions of pulses, peak power is the significant 
quantity. 
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to-noise ratio is 


W.\ _ P, 
(Fe). ~ SNWB, 8) 


3.2 Remodulation Timing Wave Repeaters 


Tig. 3 shows a single repeater for another type of separate timing sys- 
tem. Here, at each repeater, the envelope of the RF wave is recovered by 
the detector, filtered through the narrow filter of width B, and remodu- 
lated onto a locally generated RF wave for transmission to the next re- 
peater. The timing signal-to-noise ratio at the output of the narrow-band 
filter of a remodulation repeater will be the same as that at the corre- 
sponding point in a straight-through repeater if both employ ideal, flat 
timing filters. This ratio for a chain of N repeaters is, therefore, given 
by (8). 

If instead of using a local oscillator, the incoming signal is employed 
as a source of RI and, if the modulator is replaced by a time gate, the 
repeater of Fig. 4 evolves from that of Tig. 38. This configuration does 
not require a local oscillator but has the disadvantage that noise can 
be passed through the gate via a second path which does not include 
the timing filter. This difficulty can be overcome by replacing the gate 
with an ideal pulse regenerator. Such a regenerator produces an output 
which consists entirely of off-on pulses, the times of occurrence of which 
depend only upon the timing wave. Thus, no timing noise is passed 
through the second path except in the form of errors in the pulse pat- 
tern. These errors have negligible effect upon timing. 

If the gate is replaced by a regenerator, the result is the repeater 
shown on Fig. 5. It is evident that this repeater can also serve as a self- 
timed repeater in a signal channel. We thus arrive at the same configura- 
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Fig. 3 — Single repeater—remodulation timing channel. 
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tion for a self-timed, signal-channel repeater and a desirable form of 
repeater for a timing channel. If we adopt this as a preferred form of 
timing-wave repeater (as we shall in this paper), the most significant 
difference between a timing channel and a chain of repeaters carrying 
a complete signal lies in the type of signal transmitted. For the timing 
channel, the signal envelope will be a sine wave at pulse-repetition fre- 
quency at most points in the system; for the complete channel, the signal 
envelope will consist of the varying pattern of pulses which results from 
coding of the information being transmitted. The timing portion of the 
repeater shown on Fig. 5 is seen to consist of a detector, a narrow-band 
timing filter, an amplifier, a limiter and a pulse generator. When the 
repeater is being used as part of a separate timing channel the timing 
wave for the signal channels can be taken off at the output of the limiter. 

For the systems of Fig. 4 and Fig. 5 the signal envelope exists in the 
form of pulses at some points in the repeater; however, if the output of 
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the gate or regenerator is passed through a suitable RI filter the envelope 
is reduced to a sine wave of frequency f, when all pulses are present. 
In all cases involving an externally timed system, the signal input to 
the detector can thus be made to consist of an RI* carrier 100 per cent 
amplitude modulated by a sine wave at pulse-repetition frequency, f, 
[see Fig. 6(b)]. This isalso true for a self-timed repeater when all pulses 
are present. In a later section of this paper the effect of RI bandwidth 
is discussed in more detail. 

In comparing the various systems we see that, for the straight-through 
timing system of lig. 2, noise is passed from repeater to repeater un- 
changed in form and builds up over the entire RF band B, as shown on 
Tig. 7(a). For the remodulation system of Vig. 3 the noise existing over 
a narrow band of width B, is passed along a chain of repeaters by being 
amplitude-modulated on the RI carrier along with the timing wave. 
The resultant RI sidebands occupy a narrow band above the carrier 
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Fig. 6 es Timing signal: (a) envelope; (b) RF signal; (c) frequency spectrum. 
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and an equal band below the carrier, and build up as indicated in Fig. 
7(b). The sidebands above the carrier are correlated with corresponding 
ones below the carrier, since they originate from the same noise source. 
For the system of Fig. 5, noise components existing throughout the 
narrow band B, time-modulate the envelope of the signal out of a re- 
peater. After filtering, the noise output of one of these repeaters is the 
same, from a qualitative standpoint, as the noise out of a remodulation 
repeater [see lig. 7(b)].* 
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Fig. 7 — Buildup of noise in a chain of repeaters: (a) straight-through repeat- 
ers; (b) remodulation repeaters with flat filters; (¢c) remodulation repeaters with 
tuned circuits. 


* This figure is somewhat idealized in that it assumes a clean, noise-free car- 
rier at each repeater. In an actual system the carrier will be accompanied by noise 
components, so that at the end of the system there will be some noise power dis- 
tributed throughout the band B. 
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3.3 S/N Ratio in the Presence of Random Noise — Flat Filters 


At the output of the timing filter of the first repeater of the type 
shown on Trig. 5 the signal-to-noise ratio is the same as for the straight- 
through repeater or the remodulation repeater and is given by (2): 


Ws ap 


ee ee ee 4 
Wra SWoB, (4) 


In the process of limiting, the components of noise in phase with the 
timing sine wave are removed so that the signal-to-noise ratio becomes 


W, P, 
(T) 7 4W oB, ; (5) 
This is the ratio of mean timing wave power to the mean power carried 
by the phase modulation sidebands resulting from noise. The mechanism 
of phase modulation and the sidebands which exist after the signal and 
a single-frequency noise component have been limited are shown by 
Fig. 1(b). The timing pulses derived from the phase-modulated sinusoidal 
timing wave will deviate in time as a result of this noise modulation. 
Since the time of occurrence of a pulse out of the time gate, or regenera- 
tor, is determined by the time of occurrence of the corresponding timing 
pulse, it follows that the envelope of the signal out of a repeater will 
deviate in time in the same way as does the timing wave in that repeater. 

If the second repeater of a chain were free of local noise its timing 
wave .would follow phase excursions of the incoming signal and be 
phase-modulated to the same extent as the timing wave at the first 
repeater. (If both repeaters have flat timing filters the noise sideband 
pattern will be transmitted unaltered from the first repeater to the 
second.) Since the two repeaters are assumed to be identical, locally 
generated noise acting alone will produce the same average phase de- 
viation in the second repeater as is produced in the same way in the first 
repeater. The average noise sideband power arising from local noise is 
therefore equal to that resulting from time deviations of the incoming 
signal. Since there is no correlation between the sidebands resulting 
from these two sources of noise they add on a random, or power, basis. 
For flat filters the timing signal-to-noise ratio at the second repeater is 
therefore one-half that at the first repeater and, at the Nth repeater, is 


W.\ Ps 
a ~ ANW,B,- (6) 
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3.4 S/N Ratio in the Presence of Random Noise — Tuned Circuits 


For the system of flat filters discussed above, the bandwidth of the 
total timing system is the same as the bandwidth of a single filter. With 
tuned circuits, or other peaked filters, the system bandwidth decreases 
continuously as the number of repeaters (and hence the number of filters) 
is increased. With tuned timing filters, noise builds up as shown by Fig. 
7(c). At the first repeater the noise input to the detector is the same as 
for the repeater with a flat filter. The input to the detector at the second 
repeater differs from the corresponding input for a repeater with a flat 
filter in that the components from the first repeater have a different 
frequency distribution. If we now consider the second repeater to be 
free of locally generated noise, it is no longer true that the timing wave 
out of its filter is deviated to the same extent as the wave at the cor- 
responding point in the first repeater. In this case, some of the sidebands 
about the timing wave suffer attenuation in the second filter and similarly 
at succeeding repeaters. The noise power which originates in the first 
repeater is filtered by N circuits before it reaches the end of the system; 
that which originates in the second repeater is filter by (NV — 1) cir- 
cuits and so on, as shown on Fig. 7(c). 

In Appendix B it is shown that, for a system of N repeaters of this 
type, the timing signal to-noise ratio becomes 


(1), ra ; 
WrJw T1+/NWofr’ 


where Q is the “quality factor” of the tuned circuits and the other quan- 
titites are as specified previously. Equation (7) indicates that, with 
tuned circuits, noise power increases as the square root of the number 
of repeaters. For flat timing filters the noise power increases directly as 
the number of repeaters, as shown by (6). This advantage of tuned cir- 
cuits over flat filters seems to have been first pointed out by H. E. 
Rowe.” 





3.5 Timing Displacement 


Having obtained the timing wave signal-to-noise ratio for a chain of 
repeaters, it is fairly simple to determine the rms magnitude of the phase 
deviations of the timing wave. First, consider the noise to be replaced 
by a single-frequency interference having the same mean power. From 
Fig. 1(b) it is evident that the following approximate relationships hold: 


W cece == an and Wms = V2 61 ? 
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where 6, is the magnitude of one of the sidebands of the amplitude limited 
timing signal and s is the amplitude of the sine wave. Returning to the 
equivalent noise we have . 


$ - WwW. , or Wms = W, - (8) 








Using the value of signal-to-noise ratio given by (7) for a chain of re- 
peaters with tuned circuits and the above expression for V;ms yields 


Woft 
PQ 


It should be noted that, although the rms phase deviation produced by 
noise is the same as the rms deviation produced by the equivalent single 
frequency, the peak deviations will be different for the two types of in- 
terference. Therefore to determine the peak phase deviation the ap- 
propriate peak factor must be applied to (9). 


Vims = 2.66N'" (9) 


IV. SELF-TIMED SYSTEMS 


Since we have chosen the same repeater configuration for externally 
timed and self-timed systems, the main difference between the two 
lies in the types of signals each transmits. When a chain of repeaters is 
used as a separate timing channel for one or more signal channels it 
transmits a fixed pulse pattern or a sinusoidal timing wave, whereas 
when used as a self-timed system the chain transmits the varying pulse 
pattern which results from coding a baseband signal. For a self-timed 
system there are gaps in the train of signal pulses applied to the timing 
circuit filter. Improved timing signal-to-noise ratio is obtained if the 
circuit is so arranged that no noise is applied to the filter during these 
gaps. I’or a baseband system this can be accomplished by inserting a 
nonlinear device, such as a peak amplifier, ahead of the filter and ad- 
justing it so that only voltages exceeding some threshold value at the 
input will be passed to the filter. This is discussed in greater detail in 
the following article. If, in a carrier system, a square-law detector is 
employed to recover the pulse envelopes which supply the input to the 
timing circuit, this detector can be made to perform much the same func- 
tion as the nonlinear device mentioned above. This is pointed out by 
Rowe.’ Because of its advantage over the linear detector in this respect, 
the square-law detector is the only type which will be considered here. 
For repetitive patterns in which only one pulse position out of M/Z possible 
positions is occupied, it follows from a consideration of the Fourier com- 
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ponents involved that the component at pulse-repetition frequency, f, , 
is reduced in amplitude by the factor 1/M. The more general expression 
for timing wave power then becomes, from (20) and (21) of Appendix A: 
244 

aA 


32M?’ a0) 


W.= 
where a is the detection coefficient of the particular detector used and A 
is the peak RI* amplitude. 

If we assume that, because of the nonlinearity of the detector, the 
noise power applied to the timing filter is proportional to the number of 
pulses per unit time, the more general expression* for noise power be- 
comes, from (22): 


We 2M 


Since it evaluates the noise in a single repeater, (11) applies to either flat 
timing filters or tuned circuits, as long as B; is taken as the effective 
bandwidth. 

From (10) and (11) we obtain the timing wave signal-to-noise ratio 
for a single repeater at the output of the timing filter, before amplitude 


limiting: 
(Oe ae 
W na 1 16W BLM 8W BM 


After limiting, it is 


W.\ _ Py 
F),- WBA’ ate) 


Equation (13) differs from (5) only by the factor 47 in the denominator 
of (13). Similarly, from (7), the signal-to-noise ratio for a chain of re- 
peaters with tuned timing filters becomes 


Omi © 


W./w 71>/N MW,’ 
and 
= 1/4 MWof, 
Veins = 2.66N Bon (15) 


* Although this expression is only approximate, the approximation has been 
found to be sufficiently good from a practical standpoint. 
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4.1 The Effects of Variations in Pulse Pattern 


The equations derived previously are based on repetitive pulse pat- 
terns, so that caution must be observed in applying them to a system 
for which the pulse pattern is changing. If we assume that the proba- 
bility of a pulse being present in any pulse position is equal to one-half, 
the M of (15) has a long-time average value of 2. However, if no restric- 
tions are placed on the pattern of pulses to be transmitted, there may 
be comparatively long periods during which there are no pulses present. 
Unless the timing filter has an infinite Q, the timing wave may decay 
to an unusable value during these periods. Fortunately, it is possible, 
with only a small sacrifice of information-handling capacity, to code 
messages in such a way as to guarantee that the longest gap will be only 
a few tens of pulse intervals. This is accomplished by omitting the one 
amplitude level corresponding to no pulses in the code group. Even 
with this type of coding it is possible with some signals, such as televi- 
sion, to have relatively long periods when considerably fewer than one- 
half of the pulses are present. During these periods M will have a value 
greater than 2 and the phase deviations will be correspondingly greater. 
Some other effects of changing pulse pattern will be discussed in a later 
section. 


4.2 The Effects of Radio-Frequency Bandwidth 


All of the analysis leading to (15) was based on consideration of a 
radio-frequency band of sufficient width to resolve adjacent pulses and 
thereby produce the wave of Tig. 6(b) when all pulses are present. Both 
theory and experiment indicate that a system should provide satisfac- 
tory amplitude regeneration with considerably less than this amount of 
bandwidth. Since conservation of bandwidth is always desirable, we 
proceed to study the effects upon timing of reducing the bandwidth to 
something less than that required to resolve adjacent pulses. I'requency 
distributions and a possible filtering arrangement for adjacent PCM 
channels are shown in Fig. 8, where two adjacent carriers are represented 
by fe: and feo. The transmitting filter in each channel corresponds to 
the filter following the regenerator in Tig. 5. Returning to Fig. 8, we 
see that the transmitting filters have some loss to the sidebands spaced 
by the repetition frequency from the carriers. This loss is necessary to 
obtain the wave of Fig. 6(b) from the gated output and it can become 
as great as 6 db if the gating pulse is extremely short. The channels are 
shown separated by a guard band Bz . If components from one channel 
fall beyond this guard band they may interfere with an adjacent channel, 
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and especially with its timing circuit. Furthermore, once these com- 
ponents enter the common medium, filtering is not effective against 
them, since the desired components would be reduced to very nearly 
the same extent as the undesired. This is evident from the receiving 
filter characteristic of Fig. 8 when one considers that all usable timing 
information, as well as timing disturbances, is contained in the bands of 
width B, spaced either side of a carrier by the frequency f, . 

If the timing detector is connected as shown by the solid line in Tig. 5 
the receiving filter, which follows the input amplifier, will attenuate 
timing signal and timing noise occurring in the narrow bands of width 
B, to very nearly the same extent, as can be seen from Fig. 8. Then, from 
the standpoint of the timing signal-to-noise ratio, it makes little differ- 
ence what characteristic this filter has, though some disadvantage would 
follow from too large a reduction in the absolute value of the timing 
wave. It should, therefore, be advantageous to connect the timing-wave 





CHANNEL NO.1 CHANNEL NO. 2 








(b) 


Fig. 8 — Filter characteristics: (a) transmitting filter; (b) receiving filter. 


1470 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


detector ahead of the filter, as shown by the dashed line of Fig. 5, in 
order to avoid timing as a consideration in the design of this RI filter. 
(For broadband RF amplifiers it would be desirable to retain some filter- 
ing ahead of the detector in order to maintain a large signal-to-noise 
ratio at the detector input.) 

We conclude that, from the standpoint of timing, the transmitting RI 
filter at each repeater is the important one. lor such filters with charac- 
teristics matched to the length of pulse out of the regenerator so as to 
produce the wave of Jig. 6(b), the results expressed by (15) apply. If 
the transmitting filter is made narrower than shown so as to have some 
additional loss* at frequencies spaced from the carrier by f, , there will 
obviously be a reduction in the timing signal-to-noise ratio. Proper 
slicer operation can be obtained for bands considerably narrower than 
that required for resolution of adjacent pulses. It is therefore possible 
to make the receiving filter ahead of the regenerator considerably nar- 
rower, as indicated by the characteristic at the bottom of Tig. 8. Such 
filtering provides additional discrimination against noise and other in- 
terference which might affect the slicer. 


4.3 Effects Other Than Noise 


Noise is not the only source of timing difficulty in a self-timed sys- 
tem. Assume, for example, a defect in the timing circuit such that the 
phase of the timing wave which it delivers is a function of the pattern 
of pulses being transmitted. Then any change of pulse pattern may 
result in a change of timing wave phase. Such defects exist in the form 
of amplitude-to-phase conversion in limiters and other nonlinear ele- 
ments, phase changes due to the finite width of the pulses applied to 
the timing circuit and phase shifts due to detuning of the timing circuits. 
Although the results are somewhat similar to those produced by noise 
they differ in two important respects: (1) Except for detuning, it is 
very probable that the deviation will be the same at each repeater, 
so that deviations add directly rather than on a random basis. It is also 
possible, though highly improbable, for deviations due to detuning to 
add directly. (2) These defects are not inherent in timing circuits and 
might conceivably be reduced to a negligible value by proper design of 
timing equipment. 

For a chain of repeaters having defects of this type, transmission 

* It appears to be possible to devise systems which provide satisfactory tim- 
ing even when the band is limited to such an extent that this loss becomes consid- 


able. Some extreme cases are discussed by Bennett.? Such systems do not lend 
themselves to simple analysis and therefore will not be dealt with here. 
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delay is a function of the pulse pattern, which, in turn, is a complicated 
function of the signal being transmitted. This is somewhat analogous 
to delay distortion in an analog system. The effect of changes of pulse 
pattern is not amenable to general treatment, since it is a function of 
the particular timing circuit being considered. The defect has been 
evaluated by Sunde! for a model based on one particular type of re- 
peater. Our experience up to the present time leads us to believe that, 
unless some specific remedy is applied, this problem may be more serious 
than that posed by random noise. The frequency spectrum of the phase 
deviations resulting from changes of pulse pattern is determined by the 
rates at which the pattern changes and the bandwidth of the timing 
circuit in which the deviations are produced. The spectrum at the out- 
put of any repeater will be further modified by all succeeding repeaters. 
The solution to the changing pulse pattern problem therefore appears 
to be that of providing narrow-band high-stability filters in the timing 
circuits. 


4.4 Detuning 


Although detuning has already been considered along with the other 
phase-conversion effects, it warrants further consideration. All calcula- 
tions up to this point have been based on the assumption that the timing 
circuits are always perfectly tuned to the pulse-repetition frequency, f, . 
This requirement is difficult, if not impossible, to fulfill; we therefore 
attempt to determine the effect on timing of small amounts of detuning. 
We assume that each circuit was originally perfectly tuned and that de- 
lays were then adjusted to provide perfect alignment between signal 
pulses and timing pulses. Any subsequent change of tuning will result 
in a change of phase delay through the circuit and consequently a de- 
parture from alignment between signal and timing pulses. An excessive 
amount of alignment displacement can result in errors in pulse pattern. 
Fortunately, the steady-state phase displacements do not accumulate in 
a chain of repeaters except as a change of total delay through the sys- 
tem. Such changes of system delay do not degrade system performance, 
as long as they take place slowly. 

W. R. Bennett has shown’ that, in addition to the steady Aepiaeesent 
discussed above, there is a dynamic displacement of timing-wave phase 
when the pulse pattern varies with time; i.e., there are additional varia- 
tions of phase about the displaced position. When the pulse pattern 
varies in a random manner such that the probability of a pulse being 
present at any pulse position is one-half, the resultant phase fluctuations 
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are very similar to those produced by random noise. He has determined 
that, under these conditions, 


e= KvV/7Q, (16) 


where ¢ is the rms phase deviations resulting from detuning at a single 
repeater and kK is the tuning error in cycles per second divided by the 
pulse-repetition frequency. 

The manner in which dynamic phase deviations build up along a chain 
of repeaters is governed by the way the circuits are detuned. If the de- 
tunings are random, the phase deviation increases slowly as the number 
of repeaters is increased; however, if all of the circuits are detuned in 
the same way the phase deviations add directly from repeater to re- 
' peater. 

Although there is some uncertainty as to how the dynamic deviations 
due to detuning build up along a repeater chain, we can determine ap- 
proximately the maximum amount of detuning which can be tolerated 
under the most unfavorable conditions and still meet the most stringent 
system requirements. Although the calculations are based on some ap- 
proximations regarding the spectral distribution of the phase modulation 
sidebands, the results are probably correct to within a factor of two or 
better and should prove useful in determining a bound on tolerable de- 
tuning. Assume that all circuits are detuned in exactly the same way 
and that the system must meet voice multiplex requirements as calcu- 
lated in Section V. Then, for a chain of 100 repeaters with timing circuits 
having a Q of 100 at 160 me, the maximum tolerable amount of detuning 
can be calculated from (16) to be about three parts in 10* if dynamic 
phase deviations are to be kept to the allowable value.* If the timing cir- 
cuits in the various repeaters are detuned in a random manner — and 
this is the most probable condition — the amount of detuning which can 
be tolerated should be considerably greater than three parts in 10°. 

The steady-state alignment displacement, 6, occurring at a single re- 
peater can be expressed approximately as 8 = 2QK, where 8 is in radians 
and K is the tuning error as before. If K is made equal to 3 X 10° to 
meet the dynamic requirements as determined above we calculate a 
value of 0.06 radian for 8. This is reasonably small, so that, under the 
specified conditions, the tuning requirements are determined by the 
dynamic effects; under different conditions, the requirements on tuning 

* Although these deviations add in phase from repeater to repeater, the total 
deviation for 100 repeaters is not 100 times that for a single repeater because of 
the decreased bandwidth of the chain. By a method similar to that of Appendix B, 


it can be shown that the deviation is about 30 times that for a single repeater if 
we assume a flat spectrum. 
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accuracy may be set by limitations on static misalignment. If, to deter- 
mine the limitations imposed by static displacement, we take 0.2 radian 
as the maximum allowable value of 8 and assume a circuit Q of 100, 
we calculate a value for K of 1 X 10-°. We conclude that timing circuits 
with a Q of 100 should never be allowed to become detuned by as much 
as one part in 10°, but that detuning by one part in 10° would be toler- 
able even under the most unfavorable conditions. 


4.5 Frequency Stability 


There are two types of variation of pulse-repetition frequency to 
consider: slow drifts, which take place at a rate less than about one 
cycle per second, and more rapid variations. A slow drift of frequency 
is equivalent to detuning all circuits in the same direction by an amount 
equal to the frequency departure. To keep alignment displacement 
and the phase deviations produced by changes of pulse pattern to 
within tolerable bounds these frequency drifts should be kept to less 
than about three parts in 104, as calculated for detuning. 

Any change of pulse-repetition frequency results in a change of the 
total delay through a system, even with all other parameters fixed. 
The change of phase for a given change of frequency is given by 





ae = 2vQ AZ (17) 
fr 

if the timing filters are simple tuned circuits and if the rate of change is 
low enough to be passed by all of these filters in tandem. Since there 
may be a range of rates low enough to be passed by the timing filters 
but high enough to interfere with the signal being transmitted, it is 
evident that frequency stabilization is indicated. The pulse-repetition 
frequency is completely determined at the transmitting terminal and 
therefore can and should be kept from varying by more than about one 
part in 10°. The short-time stability should be better; this should elimi- 
nate frequency deviations from consideration. 


V. REQUIRED SYSTEM PERFORMANCE 


5.1 General Requirements 


We are considering in this paper the possibility of transmitting broad- 
band signals over long distances. For purpose of illustration, let us 
assume that we are interested in a system which is capable of trans- 
mitting two television channels on one RF carrier. It appears likely 
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that such transmission would require a 20-me sampling rate and eight 
digits per sample, resulting in a pulse-repetition frequency of 160 me. 
Tor present purposes we need have only a moderately accurate estimate 
of such requirements, since any general conclusions we draw would be 
unaffected by reasonable deviations from the 160-me figure. Such a 
system would be capable of transmitting other types of signal; for 
example, it might accept and deliver signals in the same form in which 
they are transmitted over the L3 coaxial cable. The L3 system, which 
is coming into use in the telephone plant, is described in Ref. 6. 

In addition to the granularity noise resulting from quantization, the 
signal recovered at the end of a PCM system will contain noise resulting 
from errors in pulse pattern produced during transmission through the 
system. If the increment in time deviation at a single repeater, resulting 
from noise or other timing deficiencies, becomes large, there is a possi- 
bility that the resultant misalignment between signal pulses and timing 
pulses will result in errors in the transmitted pulse pattern. We have 
built an experimental system! employing simple timing circuits and 
found that the errors produced in this system by the effects of random 
noise on timing were entirely negligible in comparison with the number 
of errors produced by amplitude effects. Since this should be the case in 
general, we shall limit our consideration in this discussion to the effects 
of time deviations, or weave, upon the recovered signal. 


5.2 Over-all Effect of Time Displacements 


In operation, a PCM or other binary system transmits information 
sample by sample. Normally, these samples are taken at perfectly 
regular intervals and should be recovered in the same manner. Trans- 
mission through a system in which the timing wave suffers deviations 
in phase due to noise or other defects is equivalent to transmission 
through a system which includes a varying amount of delay. The spacing 
between recovered samples varies in accordance with the time devia- 
tions. If the rate of deviation is considerably less than the frequency 
of the recovered signal, the distortion takes the form of pure phase 
modulation of this signal. Fig. 9 shows the effect of time deviation upon 
a sine wave which has been coded, transmitted and decoded. The re- 
covered wave is seen to be distorted. The effects of time deviations can 
best be determined by considering various types of signals separately. 
Frequency-division voice multiplex and color television appear to place 
the most stringent requirements on timing. They are the only types of 
signals which are considered in detail here. The requirements imposed 
by other types of signals can be calculated by similar procedures. 
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5.2.1 Color Television 


Color TV has, in addition to those of black-and-white TV, a require- 
ment that transmission through the system must not cause any ap- 
preciable change in the phase relationship between the color carrier 
and the reference carrier derived from the color bursts. These two 
carriers are at the same frequency (3.58 mc). Although the color carrier 
and the color bursts would be subjected to the same type of time devia- 
tion during transmission, the results would be different in the final TV 
receiver. To obtain reductions in effects produced by noise or inter- 
ference, the reference carrier in a TV receiver is derived from a circuit 
having a time constant so long that, from our standpoint, we can con- 
sider the phase of its wave to be fixed. The color carrier, on the other 
hand, must be derived from a circuit which allows rapid variations of 
phase. Therefore rapid variations of delay cause corresponding changes 
of the phase relationship between these two 3.58-me carriers. It is con- 


_-7 ORIGINAL SIGNAL 





|. SAMPLE |. SAMPLE | SAMPLE _ _SAMPLE__ SAMPLE _,|/_ SAMPLE = 
NO. 1 NO. 2 NO. 3 NO. 4 “NO. 5 NO. 6 ~ 


TRANSMITTED PULSE PATTERN 


| cece] ck | am | ee 08 


RECEIVED PULSE PATTERN CORRECTED FOR FIXED DELAY-IDEAL SYSTEM 


|< _SAMPLE_ _ SAMPLE _ _SAMPLE |) _SAMPLE_,| SAMPLE_,|. SAMPLE _ 
NO. 1 NO. 2 NO. 3 NO. 4 NO. 5 NO. 6 


RECEIVED PULSE PATTERN—-WITH DEVIATION 





RECOVERED SIGNAL 


Fig. 9 — The effect of timing-wave phase deviations on a transmitted signal. 
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venient to express system requirements in terms of allowable phase 
deviations at pulse-repetition frequency. Change of delay, in milli- 
microseconds, is common to all frequencies being transmitted through 
the system, but resultant change of phase, in degrees, is proportional to 
frequency, so that 


o, fr 
Bs 53 3.58 X 108’ 





where 3.53 is the change of phase of the 3.58-mc signal and ®, is the 
corresponding change of phase at pulse-repetition frequency. For a rep- 
etition frequency of 160 me, 


@, —_ 44.7 P3 58 . 


In other words, for every degree of phase deviation permitted to the 
color carrier 44.7 degrees, or about 0.8 radian, are permitted to the 160- 
me pulse carrier. 


5.2.2 L3 Frequency-Division Speech Multiplex 


After decoding and filtering, the recovered signal for this system has a 
spectrum extending approximately from 300 ke to 8 mc. This spectrum 
was originally derived by combining a large number of voice channels 
spaced 4 ke apart and each occupying a band of about 3 ke. To become 
useful signals, each of these bands must be filtered out of the complete 
assemblage and moved back down to the audible frequency range. For 
the present, our interest is in the composite signal before this final filter- 
ing [see Fig. 10(a)]. If there is time displacement of samples in the course 
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Fig. 10 — The L3 multiplex system: (a) baseband frequency range; (b) phase 
deviation produced by a given time deviation; (c) noise spectrum. 
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of transmission through the system, each component of the composite 
signal will be displaced in time by the same amount. Each component 
will thereby be subjected to a spurious phase modulation, the magnitude 
of which will depend linearly upon the frequency of the component; i.e., 
there will be a triangular distribution of phase modulation as shown by 
Tig. 10(b). Whether the resultant sidebands produce noise in the channel 
itself or crosstalk into adjacent channels depends upon their spacing 
from the signal. In Appendix C it is determined that the maximum 
rms phase deviation, ®,, which can be tolerated at a pulse-repetition 
frequency of 160 mc and still meet the assumed multiplex requirements is 
equal to 0.177 radian. W. R. Bennett” and E. D. Sunde have also ana- 
lyzed this problem and arrived at substantially the same value of toler- 
able deviation. 

We have seen that, for color TV, we can tolerate about 0.8 radian of 
timing-wave phase shift for every degree of allowable phase shift of the 
color carrier. For L3 voice multiplex we can tolerate only about 0.20 
radian of timing wave phase fluctuation. Then, unless the color carrier 
phase must be held closer than one degree, it appears that color TV 
transmission requirements are much less stringent than those for voice 
multiplex. However, we cannot ignore the color TV requirements until 
we assure ourselves that this signal does not produce more phase devia- 
tion due to detuning, amplitude-to-phase conversion, etc., than is pro- 
duced by the multiplex signal. 


VI. ATTAINING REQUIRED SYSTEM PERFORMANCE 


Since timing wave phase deviations accumulate along a chain of re- 
peaters, it is evident that regeneration cannot be repeated indefinitely. 
The question then appears to be: “Is it practical to build equipment 
which will regenerate a few hundred times and still provide an output 
signal which will meet the rather stringent requirements discussed 
above?” Consider first the effects of random noise: To avoid an exces- 
sive number of errors due to purely amplitude effects it is necessary to 
maintain a signal-to-noise ratio of about 23 db* at each repeater for a 
chain of a few hundred repeaters. If we choose as a typical, practical 
system, one with a 320-me RF bandwidth providing a 23-db S/N ratio 
and with timing circuits each having a Q of 200 at a pulse repetition 
frequency of 160 me, the timing wave phase deviations due to random 
noise in 200 repeaters can be calculated from (15) to be Wins = 0.056 

* This figure, which is the ratio of RF power at the peak of a pulse to rms noise 


power, is based on experimental results involving incomplete regeneration. An im- 
proved regenerator might require only a 19- to 20-db ratio. 
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radian, which is below the L3 voice multiplex requirements which we 
assumed. 

We have seen that phase deviations may also arise as a result of 
changes of pulse pattern. Consideration of the effects of changes of pulse 
pattern leads us to believe that a simple timing circuit will meet system 
requirements if these effects exist alone. However, since detuning, ampli- 
tude-to-phase conversion and random noise will probably exist simul- 
taneously, it may be highly desirable to obtain some improvement in 
performance over that provided by the simple circuits. This indicates 
a need for circuits which provide higher Q without sacrifice of stability. 
Fortunately such circuits exist and are not unduly complicated. For ex- 
ample, a phase-locked oscillator can be made to be the equivalent of a 
stable, high Q tuned circuit. Furthermore, only a limited number of these 
exalted-Q circuits need be employed in a system to obtain considerable 
advantage, as can be seen from the following example. As a reference 
system, assume 100 repeaters, each with a timing circuit baving a Q of 
100. If, at the output of the system, we insert one timing circuit with a 
Q of 10,000 we obtain an improvement in timing signal-to-noise ratio of 
about 10.5 db. If 10 of the narrow-band circuits are distributed through- 
out the system the improvement increases to approximately 16 db. If 
all repeaters are provided with the sharp circuit the total improvement 
is about 20 db. A practical arrangement appears to be to use a simple 
type of timing circuit at all unattended repeaters, with much narrower 
circuits at those which are attended. 


VII. CONCLUSIONS 


In the timing portion of a chain of regenerative repeaters (whether 
self-timed or externally timed) noise builds up in much the same man- 
ner as in an analog transmission system. For the purpose of analysis, 
this portion of a system can then be considered as a separate analog 
channel. The major disturbing effect of noise is the production of phase 
deviations of the timing wave, which in turn result in deviations of the 
times of occurrence of the output signal pulses. 

External timing, when compared with self timing, has some definite 
advantages in certain systems but has disadvantages in others. Whether 
it is preferable to employ self timing or external timing in a particular 
system will depend upon many considerations beyond the scope of this 
paper, including the number of channels being transmitted and the 
delay stability of the transmission medium. 

Indications are that, for long chains of repeaters, other effects, such 
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as those due to changes of pulse pattern, may be more detrimental to 
timing than the effects of random noise. Although noise and the effects 
of changes of pulse pattern on timing limit the number of repeaters of a 
given design which can be operated in tandem, it appears practicable 
to extend systems to a length of several hundred repeaters. Although 
most system requirements might be met by employing simple tuned 
circuits as timing filters it may prove to be preferable to obtain the 
considerable improvement which results from addition of a relatively 
few circuits of a different type which provide decreased bandwidth with- 
out sacrifice of tuning stability. 
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APPENDIX A 


Random Noise in a Single Repeater with a Square-Law Detector 


As a starting point, we assume that all pulses are present and that the 
RF filtering is so adjusted that the RI signal into the detector can be 
expressed as 


f(t) = oa + cos 2rf,t) cos 2rfet + Vy. (18) 


The signal function is shown on Fig. 6(b). The corresponding envelope 
is indicated by Fig. 6(a) and the frequency spectrum by Fig. 6(c); Vx 
represents the voltage arising from noise which is assumed to have a 
uniform power density of Wo» watts per cycle of bandwidth. If we follow 
the procedure of S. O. Rice’ and assume the detector to have a current- 
voltage characteristic given by 


T =a’, (19) 


we obtain the detector output currents by squaring (18) and multiplying 
by a. 
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The recovered timing wave (at frequency f,) is given by 


aA” 
V,.= 7 698 Qxfrt, (20) 
and, for the timing wave power, 
2,4 
W, = — (21) 


An expression for the noise spectrum at the output of the detector is 
given by Rice’s equation (4.5-17) in Ref. 7. If we assume that our signal- 
to-noise ratio is large, we can neglect the cross-products among noise 
components in comparison to the cross-products between signal com- 
ponents and noise components. Since our timing circuit selects only those 
noise components which lie in a narrow band about f, at the output of 
the detector, we need consider only the corresponding terms in Rice’s 
equation. We find that the timing noise power at the output of the filter is 
a’ AWB, 


Wa = 9 ; 


(22) 


where B, is the effective bandwidth of the timing filter. The timing wave 
signal-to-noise ratio is 

W, A 

Wra  16WoB,- 


Since the RF signal power, P, , at the peak of a pulse is equal to A’/2, 
this equation can be written 








(23) 
APPENDIX B 


Random Noise — Chain of Repeaters with Tuned Circuits 


From the standpoint of timing a chain of self-timed repeaters is equiva- 
lent to the chain of tuned circuits of Fig. 11. There will be unity gain, 
at midband, from one circuit to the next and noise arising at the input 
to each of the amplifiers shown. 

H. T. Friis has shown that, for a chain of m such tuned circuits in 
tandem, the effective bandwidth is given by 


ee = hiss (24) 
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where 


(2m)! 
een ala ces i: 2 
h x mis and Q> (25) 
The first five values of hm calculated from (25) are: 

1/2 3 | 4 5 


1 | 0.5 | 0.375 | 0.312 | 0.27. 


m 














hn 


For large values of m, 





Noise arising in the last amplifier, or repeater, of the chain will be 
filtered by one tuned circuit, that arising at the next-to-the-last amplifier 
will be filtered by two circuits and so on to noise at the input to the 
chain which will be filtered by all N circuits. The total noise power con- 
tributed by the N repeaters is given by 


m=N 

— Thr 9 

(Wnra)n — 2Q (= Im) do, (27) 

where dp is the noise power density at the input to a single amplifier. 
If we use the simpler expression for h» as given in (26), 


m=N 


1 
Wra)n = whe ( == J dy. 28 
(Wav = FES ae) (28) 
Since (26) gives a good approximation to h» only for values of m greater 
than about five, we can increase the accuracy of (28) by subtracting 
out the first five terms and replacing them by the values of hm obtained 


kK UNITY GAIN | 


“(AT MIDBAND) 





Fig. 11 — Simple tuned circuits in tandem. 
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from the above table. Equation (28) then becomes 


| (Wra)v = a Ee 62 ie = a) + 2.46 | d 


. (29) 
= = h(t ( =e 223) ‘: 2.46 |d 
20 LV a vm 7 
Since 
m=N 
Lz ——=2/N-1 
to a fair degree of accuracy, - becomes 
(Wha) = VEEN a = LT WN do . (30) 


Irom (22) of Appendix A we see that the appropriate value of dy is 
a AW 
ac 


hd 


dy = 





Then, 
L.770°A*Wofe VN 
2Q) 
The timing-wave power is the same at the end of the chain as for a 
single repeater. I'rom (21) of Appendix A, 


(Wra)w = (31) 





a’ A* 
Here ao 
and 
) 7 — AQ = _ PQ (32) 
WraJn 2X 142Wofr- VN  14.2Wof--/N- 


If we consider only the quadrature component of the noise, 


W.\ _ P.Q 
),  TAWof,-/N. oo 


APPENDIX C 


Required Performance for Voice Multiplex 


In this section, the maximum tolerable phase deviation of the timing 
wave at the end of a chain of repeaters is calculated from parameters 
based on the L3 system. 

As an aid to understanding the effects of time deviations let us first 
consider the case where a single audio tone is being transmitted through 
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one voice channel. After decoding and filtering, this tone will result in a 
single frequency lying somewhere in the range between 300 ke and 8 me 
(see Fig. 10). If the samples from which this frequency is derived vary 
in time the component will be phase-modulated. The spacing of the 
resultant sidebands from the channel frequency is determined by the 
rate at which its phase is being deviated. Since we are interested in de- 
termining results for the voice channel which is most affected, we choose 
a channel at the upper end of the band but far enough inside the band 
that noise sidebands produced when it is active do not exceed 8 me. Let 
the decoded signal component resulting from the tone be represented 
by P cos pt. If the phase deviation is sinusoidal, as it will be if produced 
by a single interfering wave somewhere in the system, the decoded out- 
put will be: 


B(t) = P cos (pt + © cos qt), (34) 


where ® is the magnitude of the phase deviation and g is the angular 
frequency at which this deviation takes place. By expanding (34) and 
limiting consideration to the case where the deviation is small, the ap- 
proximate value of signal is: 


V(t) = P cos pt — a [sin (p + g)é + sin (p — qe]. (35) 


Thus, V(é) is seen to consist of the signal, P cos pt, plus two sidebands 

spaced from it by a frequency corresponding to g. The signal power in 

a single channel carrying the tone P cos pt is P’/2. The power in the two 
sidebands expressed by (35) is 

Ps\ Pe 

(8) Pe 0 

When the phase deviations are produced by noise or other random ef- 

fects each signal will have sidebands distributed about it and extending 

over the band Br, as shown by Fig. 10(c), where Br is the effective 

bandwidth of all of the timing circuits in tandem. Fig. 10(c) shows the 

sideband power to be evenly distributed over H voice channels, where 1 


is the number of voice bands encompassed by the timing-circuit band. 
Thus, 


Br 

Be 

where B, is the bandwidth of a signal channel. 
If a number of adjacent channels are active simultaneously, each will 

have a spectrum as shown by I'ig. 10(c). These spectra will overlap in 

frequency, as shown in [ig. 12. For the sake of simplicity, we first as- 

sume that all channels are equally loaded. It is evident from Fig. 12 


H= (37) 
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that a total of H channels will throw interfering power into each voice 
channel. With the interference from each channel spread over H chan- 
nels and with H channels contributing to each other, the end result is 
the same as though all of the interfering power produced by a channel 
were concentrated in a single channel. If 7’ is the maximum tone carry- 
ing capacity of a voice channel, the maximum signal-to-noise ratio is 
obtained by dividing the maximum signal power, T”/2, by the noise side- 
band power (P’&’)/4, as expressed by (36). We obtain 


2T° 
Pp?’ 

Let us assume that multiplex requirements call for a signal-to-noise 
ratio of at least 60 db or 10°. Then: 


OH ks 2x 10°C 

@ = i08p2? or @ = ee AB : 

If all channels are loaded to capacity with tone, P = T and 

b= +/2 X 10”. This is the peak value of the maximum tolerable sinu- 

soidal deviation. The corresponding rms deviation, whether sinusoidal 
or random, is 1 X 10° radian. 

When the channels are loaded with speech, as they normally will be, 

the interference will be less than when they are loaded with tone. For 

speech loading the interference produced by each channel will still be 


= (audio) = (38) 


(39) 
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Fig. 12 — Multiplex system—overlapping noise spectra. 
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distributed over H channels, but the total interfering power will no 
longer be H times that produced in a single channel. This is the well- 
known speech multiplexing effect. At any instant the different channels 
will produce different amounts of disturbance, so that the total peak 
noise sideband power falling into a single channel is given by 





; 1 m=H Px Pr m=H 5 
Peak noise power = fii p» a OR p>» Pe (40) 


To calculate H, we first determine the effective bandwidth of all of the 
timing channels in tandem. It is evident from (30) of Appendix B that, 
for the case of tuned circuits, 


LIT, 
oe gag 


As an example, consider a chain of 100 repeaters, each with a timing 
circuit Q of 100 and operating at a 160 mc repetition rate. For this system, 
Br = 284 ke. For a voice-channel spacing of 4 ke, H = 284/4 = 71 
channels. From the Holbrook-Dixon multiplex data® we find that 71 
voice channels require approximately 10 db more peak power-handling 
capacity than is required by a single channel. Then, 





(41) 


m=71 


> Pr? = 10P*, 
m=1 


® x 10P” 
Total k = 
otal peak power noise 2x71 
Using this expression for the noise power, 
S 14.2T° 
N (peak audio) —= “ppr . (42) 


To obtain the rms signal-to-noise ratio, we must take into account the 
tone peak factor of 3 db and the speech peak factor of 13.6 db for 71 
channels, as obtained from the Holbrook-Dixon data. Then, 


2 
S (rms audio) = 150 


V pr: (43) 


As before in determining the required signal-to-noise ratio, we take 
T = P and assume that the required power ratio is 60 db or 10°. Setting 
the ratio as expressed by (43) equal to 10°, we find @ = 12.5 X 10° 
radian at 8 me, and 


Pins = 8.84 X 10° radian at 8 me 


44 
20 X 8.84 &* 10°° = 0.177 radian at 160 me. a 
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SYMBOLS 


s = peak amplitude of sinusoidal timing wave. 
W, = mean power of the recovered sinusoidal timing wave. 
5 = peak amplitude of a single interfering component whose fre- 
quency is near that of the timing wave. 
5; = peak amplitude of each of the phase modulation sidebands re- 
sulting from limiting the timing wave and a single interference 
of peak amplitude 6. 
Wn = mean noise power at the output of the timing filter and before 
limiting. 
W, = mean noise power at the output of the timing filter after limiting. 
P, = mean RFE power at the peak of a signal pulse. 
A = peak RI amplitude corresponding to P; . 
Wo = RF noise power density in watts per cycle of bandwidth. 
B, = effective bandwidth of the timing circuit of a single repeater. 
Br = effective bandwidth of all of the timing circuits in a system op- 
erating in tandem. 
B = bandwidth of RF section of repeater employing ideal flat filters. 
M = the ratio of the total number of pulse positions contained in a 
given time interval to the number of pulses present in the 
same interval. 
fe = frequency of an RF carrier. 
f, = pulse-repetition frequency (usually considered to be 160 me in 
this article). 
N = number of repeaters in the chain of interest. 
Wimax = Maximum instantaneous phase excursion of the sinusoidal tim- 
ing wave from its long time average value. 
e« = rms phase deviations which result when a random pulse pattern 
excites a detuned circuit. 
8 = steady-state phase shift resulting from detuning of a tuned circuit. 
k = ratio of the amount of detuning in cycles per second to the nomi- 
nal resonant frequency of the circuit. 
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Experiments on the Timing of 
Regenerative Repeaters 


By O. E. DE LANGE and M. PUSTELNYK 
(Manuscript received July 18, 1958) 


This paper describes a number of experiments performed with self-timed 
binary regenerative repeaters to determine the behavior of the timing portion 
of a chain of such repeaters. 


I. INTRODUCTION 


Three other papers!’ ?:*? appearing in this issue of the Bell System 
Technical Journal discuss and analyze the timing of regenerative re- 
peaters. It is the purpose of this paper to describe some experiments 
performed on repeaters of the same general type to determine their 
performance in the presence of random noise. 

Although our interest is largely in microwave systems, the repeaters 
for such systems are relatively complicated and expensive. Thus, it is 
impractical to build a long chain of them expressly for experimental 
purposes. The recovered timing information is at baseband frequency in a 
carrier system as well as in a baseband system. For these reasons, we 
built a chain of baseband repeaters to simulate, as nearly as possible, 
the microwave repeaters of interest. A pulse-repetition frequency of 10 
me was chosen. The experiments had two objectives: first, to determine 
the effects of noise in producing pulse errors through its action on the 
timing circuit and second, to determine the effects of noise in producing 
time or phase deviations of signal pulses, as discussed in Refs. 1, 2 
and 3. From these results, we hope to determine what characteristics 
the timing circuits must have in order to meet the over-all system re- 
quirements. The experiments concern only self-timed repeaters. 

It was found that, with a fixed pulse pattern and the simple timing 
circuits employed, the number of errors produced by the effects of 
noise upon timing was negligibly small in comparison to the number 
produced by other effects of noise. This was true even when the system 
was operating under very adverse conditions. It might be expected from 
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these results that random noise in the timing circuit will not be a major 
cause of errors in an actual system. The results also indicate that, as 
far as random noise is concerned, the amount of time deviation of pul- 
ses at the output of a long chain of repeaters can be kept within toler- 
able bounds. 


II. SCOPE OF THE EXPERIMENTS 


Self-timed regenerative repeaters in general appear to have a common 
defect in that they convert changes of pulse pattern into changes in the 
time of occurrence of the pulses out of the regenerator. When a PCM sys- 
tem is transmitting information the pulse pattern changes constantly; 
therefore, if the system is to be useful its timing circuits must function 
satisfactorily in the presence of such changes. The degree of conversion 
depends upon the characteristics of the particular repeater employed 
and probably can be reduced to a tolerable value by proper design. 
However, before one decides to instrument a timing circuit which will 
tolerate a changing pulse pattern it is desirable to obtain an answer to 
the following question: Aside from the effects of pulse pattern changes, 
can a system be built which will function in the presence of random 
noise, and, if so, what are the requirements placed on the equipment 
by noise considerations alone? After this study has been made we can 
then face the practical problem of designing a timing circuit which will 
be sufficiently free of the defects of instrumentation to permit satis- 
factory operation of the over-all system. In order to avoid the effects 
of dynamic changes of pulse pattern, the experiments described here 
were performed with repetitive patterns. 


Ill. TIMING ERRORS 


By ‘timing errors” we mean changes in pulse pattern produced dur- 
ing transmission by imperfections in the process of pulse timing. For 
example, if one pulse is lost from a time slot which should contain a 
pulse this constitutes one error. In our experiments the number of 
errors was determined by comparing the pulse pattern at the input to 
the system with the pattern at the output of the system, pulse by pulse 
and space by space. Whenever there was a difference between the two 
patterns the comparator, which consisted of an ‘exclusive OR”’ circuit, 
emitted a pulse. These pulses were counted by a high-speed binary 
counter. 

Timing errors result from misalignment between signal pulses and 
timing pulses. It is obvious that, if a timing pulse is displaced by a 
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sufficient amount, it will occur at a time when the corresponding signal 
pulse is below standard amplitude and there will be no output from the 
regenerator. Even when the displacements alone are not great enough to 
produce errors they can increase the probability of errors due to ampli- 
tude effects. The number of errors produced in any given case will depend 
upon the widths and shapes of both signal and timing pulses as well as 
upon the amount of misalignment. Because of the number of factors 
influencing the production of timing errors, it is felt that experimental 
results obtained from a typical repeater might be more meaningful 
than those obtained from an analysis based on uncertain assumptions. 


3.1 Comparison of Timing and Amplitude Errors — Single Repeater 


The first experiment involved only a single repeater, a block diagram 
of which is shown in Fig. 1. The signal path is seen to consist of a filter, 
a baseband amplifier, the regenerator, another filter and an amplifier 
stage to couple the output to the succeeding repeater when the unit is 
part of a chain. The timing path consists of an amplifier, a tuned circuit, 
a limiter, a second amplifier and a pulse generator. Means are provided 
for adding broadband random noise from an external source to each 
repeater. The repeaters are set up in such a way that this noise can be 
inserted in the timing path only, in the slicer circuit only or in both 
simultaneously. 
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Fig. 1 — Block diagram of the baseband repeater. 
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The regenerator is essentially an AND gate; i.e., there is an output 
pulse only when there is a pulse on both of two inputs simultaneously. 
One input consists of a train of timing, or ‘“clock’’ pulses. The other 
input is the train of signal pulses which are to be regenerated. The 
timing pulses are about one third as long as the signal pulses, so that 
the time of occurrence of each output pulse is determined almost en- 
tirely by the time of occurrence of a corresponding timing pulse. Ideally, 
there would be an additional requirement placed on the regenerator: 
that it respond completely to voltages in the signal path with amplitudes 
greater than one half of normal peak pulse amplitude and respond not 
at all to voltages less than this value; i.e., it would provide an ideal 
slicer characteristic. However, the microwave repeater which is being 
simulated (described in Ref. 4) has a slicer characteristic which departs 
considerably from the ideal. The baseband slicer characteristic was 
made to match that of the microwave repeater. The regeneration is 
performed by a 6AS6 pentode vacuum tube with the signal pulses ap- 
plied to its suppressor and the timing pulses to its control grid. Since 
the type of baseband repeater employed was designed solely for these 
experiments and would never be used in an actual system it will not be 
described in greater detail. 

For most of the experiments, the input pulse pattern was adjusted 
to have only one pulse present for every nine possible pulse positions 
in order to set up very unfavorable conditions for timing. With noise 
applied to the main input of the repeater so as to affect both the timing 
circuit and the slicing circuit, the number of errors corresponding to 
each of a number of signal-to-noise ratios was determined. The experi- 
ment was repeated with noise applied only to the timing path of the 
repeater. Finally, with noise applied to the main input, the repeater 
was timed from an external, noise-free source so that noise affected 
only the slicer path of the repeater. It is apparent from Fig. 2 that, 
for a given signal-to-noise ratio,* many more errors are produced when 
noise is applied to the slicer only than when it is applied to the timing 
circuit only. It can also be seen that the number of errors produced 
when noise acts on both circuits together is considerably greater than 
the sum of the errors produced by noise acting on each circuit alone. 
This results from the fact that less amplitude noise is required to pro- 
duce an error when there is misalignment between signal pulses and 
timing pulses. Although the number of errors produced by timing effects 
alone is very small in comparison to the number produced by noise 


* We define signal-to-noise ratio as the ratio of peak pulse power to mean noise 
power. 
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Fig. 2 — Average pulse error rate with linear timing amplifier: (a) self-timed, 
noise into both slicing and timing paths; (b) externally timed, noise into slicing 
path only; (c) self-timed, noise into timing path only. 


acting on the slicer alone, timing noise is still exerting considerable 
influence on the total number of errors. It should be pointed out again 
that the conditions under which these counts were made are very ad- 
verse to timing; for example, an increase in the number of signal pulses 
to two out of a possible nine would be equivalent to improving the sig- 
nal-to-noise ratio by 6 db, which would make timing errors entirely 
negligible. 

For the above experiments, the timing circuit suffered a severe pen- 
alty from the fact that noise was applied to the timing filter continu- 
ously, whereas signal energy was applied to this circuit by only one 
out of each nine possible pulse positions. As a result, the component of 
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the signal at pulse-repetition frequency had only one-ninth of the am- 
plitude it would have had with all pulses present. In a later experiment, 
this penalty was reduced by inserting a nonlinear element between 
the main pulse path and the tuned circuit. This was accomplished 
by back-biasing one of the tubes in the timing amplifier so that it 
conducts only when the voltage on its grid exceeds some threshold 
value. In this way, most of the noise which occurs between signal 
pulses is eliminated, thus removing a considerable amount of noise 
power from the timing circuit when there are few signal pulses present. 
Comparing Tig. 3 with Fig. 2 makes it evident that the nonlinear am- 
plifier has produced an apparent increase of about 3 db in the timing 
signal-to-noise ratio. Other experiments with the same equipment 
produced improvements of approximately 5 db. One might expect that 
such a peak amplifier would reduce the noise power applied to the tim- 
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Fig. 3 — Average pulse error rate for a self-timed repeater with a nonlinear 
amplifier: (a) noise into both slicing and timing paths; (b) noise into timing path 
only. 
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ing circuit by a factor of nine to produce an improvement of 9 db. How- 
ever, the reduction of noise power is accompanied by a redistribution 
of the noise frequency spectrum, which probably accounts for the fact 
that the improvement is less than might otherwise be expected. With 
the improvement obtained by use of the nonlinear circuit, it appears 
safe to assume that, for a single repeater employing a suitable timing 
circuit of simple design, the number of errors produced by the effects 
of random noise upon timing is completely negligible at all times in 
comparison with the number produced by other effects of noise. 


3.2 Comparison of Errors — Chain of Repeaters 


This experiment was performed to determine the manner in which 
the number of errors increases as the number of repeaters is increased. 
For this case, the signal-to-noise ratio at the input to each of five re- 
peaters was held constant at 22 db. The pulse errors produced by em- 
ploying first one, then two and so on up to five repeaters were counted. 
The timing filters for these experiments consisted of tuned circuits with 
an effective Q of about 80 in each repeater. It is obvious from Fig. 4 
that, for five repeaters, the number of errors produced by the effects 
of noise on timing alone is very small in comparison with the number 
produced by other effects of noise. These results were obtained with the 
linear timing amplifier. With the nonlinear circuit, the number of errors 
produced by timing alone would have been much too small to measure 
with the equipment available. 

Some discussion of the results indicated by Fig. 4 is needed at this 
point. Although these experiments were primarily directed toward the 
study of timing, we obtained as by-products some interesting results 
concerning the amplitude effects of noise. For ideal regeneration of 
pulses, the total number of errors produced in a system should vary 
almost linearly with the number of repeaters involved since, for such a 
system, no noise would be passed from one repeater to the next. For 
the system under discussion the regenerators do not have ideal input- 
amplitude vs. output-amplitude characteristics, and therefore some 
noise effects are passed from one repeater to the next.* If only the first 
repeater of the chain had noise at its input the noise power (except for 
peaks exceeding the slicing level) would be reduced at each successive 
repeater to such an extent that it would be negligible after traversing 
four or five of the partially regenerating repeaters. However, when each 
repeater has noise at its input there is a rapid build up of error rate for 


* For a discussion of this ‘‘partial regeneration”’ of pulses see page 17 of Ref. 4. 
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Fig. 4 — Error build up in a chain of self-timed repeaters: (a) noise into both 
timing and slicing paths; (b) noise into timing path only. 


the first four or five repeaters, after which the rate of increase stabilizes, 
as shown on Fig. 4. From this point on the number of errors increases 
nearly linearly with the number of repeaters. The net result of partial 
amplitude regeneration appears to be a reduction in the effective signal- 
to-noise ratio in the main signal path. This should have little effect on 
timing. The noise which is passed from one repeater to the next is re- 
timed in the regenerator in much the same way as signal pulses. We have 
found in our experimental systems that, for a long chain of repeaters, 
the signal-to-noise ratio required for a given error rate is three to four 
db greater than would be required for a system employing ideal regen- 
erators. 
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IV. PHASE OR TIME DEVIATIONS 


Having shown that noise has negligible effect in producing pulse 
errors we next proceed to investigate the effect of noise in producing 
phase deviations of the recovered timing wave. In the accompanying 
papers! 2? it is shown that, for a chain of repeaters employing tuned 
circuits as timing filters, the effective bandwidth decreases as the number 
of repeaters is increased. Then, if there is noise only at the input to the 
first repeater its effect should decrease at successive repeaters along the 
chain. That this is actually the case is shown by the following experi- 
ment: A sufficient amount of noise was added to the signal at the input 
to the first repeater to provide a 20-db signal-to-noise ratio. The timing 
wave phase deviation at this repeater was measured to be 20°. Similarly, 
the phase deviations at the succeeding repeaters, which were free of 
added noise, were measured. With the measured deviation of 20° for 
the first repeater as a starting point, the expected deviations at succeed- 
ing repeaters were calculated on the basis that noise power should be 
directly proportional to effective bandwidth. The measured and cal- 
culated deviations, which are given in Table IJ, are seen to agree fairly 
well. 

One of the early experiments was performed to determine, in a qual- 
itative way, whether or not a long chain of repeaters can be made to 
perform satisfactorily in the presence of noise, especially with respect to 
timing. A chain of 22 repeaters of the type shown on Fig. 1 was set up 
for this purpose. Broadband noise was added to each repeater in such a 
way as to affect both the slicing and timing circuits and was adjusted 
in level to produce a 20-db signal-to-noise ratio at the input to each 
regenerator. 

As far as could be determined by observing its output with an oscil- 
loscope, the system performance was very satisfactory. Various repeti- 
tive pulse patterns were set up manually and found to be transmitted 
without discernible errors. (Our more sensitive error-detecting equip- 
ment would probably have detected some errors.) Timing-phase devia- 














TABLE I 
Number of Repeaters Calculated Deviation Measured Deviation 
1 20.0° 20.0° 
2 12.3° 12.8° 
3 10.5° 10.0° 
4 9.5° 7.6° 
5 8.8° 7.1° 
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tions were determined by observing the timing wave recovered by the 
last repeater in the chain. Deviations of this wave were practically 
identical with deviations of the output pulses. Fig. 5 illustrates the de- 
gree of deviation produced by this amount of noise. The upper trace 
shows a jitter-free reference sine wave which can be compared with the 
timing wave recovered from the 22nd repeater. This timing wave is 
shown on the bottom trace. The apparent broadening of the lower trace 
makes it evident that there was some phase and amplitude modulation 
present on the recovered timing wave. Unfortunately the phase-measur- 
ing equipment was not available at the time of this experiment; how- 
ever, it is apparent from the bottom trace that the phase deviations 
were small. By careful measurement of the horizontal displacement of 
the trace, it is estimated that the rms deviation was about 4.5°. If we 
adopt this figure of 4.5° for 22 repeaters we can calculate the deviation 
to be expected for a chain of 200 repeaters on the basis that deviation 
varies as the fourth root of the number of repeaters (see Refs. 2 and 3). 
Such calculations indicate a deviation of about 8° for the long chain 
operating under the conditions of this experiment. These results are 
consistent with those calculated in Ref. 2 in indicating that, from the 
standpoint of noise, even simple timing circuits can meet the very 
stringent system requirements. 


V. CALCULATION OF PHASE DEVIATIONS 


To make possible comparisons between measured deviations and 
expected deviations of phase, the expected values are calculated here 
for conditions corresponding to those under which the measurements 
were made. Measured and calculated deviations are found to agree 
within the range of experimental error, both for a single repeater operat- 





Fig. 5 — Comparison of (a) a reference 10-mc sine wave and (b) the recovered 
10-me timing wave at the output of 22 self-timed repeaters. 
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SIGNAL PULSES RECOVERED TIMING WAVE 





SIGNAL PULSES RECOVERED TIMING WAVE 


g. 6 — Signal pulses and recovered timing wave: (a) broadband input filter, 
ae onband input filter. 


ing under very adverse conditions and for a chain of 22 repeaters oper- 
ating under more favorable conditions. 

Although the method of calculation employed is basically the same 
as that employed in Ref. 2, it is somewhat different, because here we 
are dealing with systems which are completely baseband whereas the 
previous article considers only carrier systems. For this reason, calcula- 
tions are given in some detail. 

From the standpoint of filtering we choose the same conditions that 
were assumed in the previous article; i.e., the filtering following each 
regenerator is such that the signal pulses applied to the narrow filter are 
of raised cosine form, as shown in Fig. 6(a). If the filter at the input to 
each repeater has an amplitude characteristic as shown by the dashed 
line of Fig. 7 and a linear phase characteristic the signal pulses will not 
be altered in form by passage through it.* The relationship between 
signal pulses and recovered timing wave will be as shown on Fig. 6(a). 
If the noise power density is W» the total noise power, Wy , contained 
in the band B ahead of the timing filter is given by Wy = W,B. In 
the same way, the total noise power at the output of the timing filter 
is given by Wna = Wob, where b is the bandwidth of the timing filter. 
Peak pulse power W, is A?. The mean timing wave power is given by 
W, = A?/8 [see Fig. 6(a)]. From these relationships, we find 


* This is strictly true only when all pulses are present. In any case, the fre- 
quency component at the pulse-repetition frequency of 10 me will not be affected. 
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W.  W,B 
Wao Wy 8b : (1) 


where W./Wna is the timing signal-to-noise ratio after filtering but be- 
fore limiting and W,/Wy is the ratio of peak pulse power to mean noise 
power at the input to the timing filter. After limiting, 





We We ib We Bn’ ”) 
since B = f, and b = af,/2Q. 


By the same procedure employed in Section 3.5 of the previous article, 
we find the rms phase deviation to be given by 


W Ww 
Wms — ug — as . 
W. 51 Ow, 


The filter used at the input to each repeater actually has a frequency 
characteristic as shown by the solid line of Fig. 7, which results in signal 
pulses as shown by Fig. 6(b). It is evident from lig. 7 that the additional 
band limiting does not affect the timing signal-to-noise ratio to any ex- 
tent, since both timing signal and timing noise are recovered from the 
narrow band b and are reduced by very nearly the same amount by the 
frequency discrimination. Equation (3), with W,/W, defined by (2) 
is still accurate for the limited band. Note that W,/Wy is the signal-to- 
noise ratio which would exist for the filter whose characteristic is de- 
picted by the dashed curve of Fig. 7. 


(3) 








! | ! 
o oa w ° 


RELATIVE AMPLITUDE IN DECIBELS 
ie 





5 
FREQUENCY IN MEGACYCLES PER SECOND 


Fig. 7 — Frequency response of the lowpass input filter. The characteristic of 
we sy pekimental filter is shown by the solid line. The timing filter bandwidth is 
shown as b. 
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In one experiment we operated a single repeater with a pulse signal-to- 
noise ratio of 20 db and with only one out of a possible nine pulses pres- 
ent. Input noise and signal were limited in bandwidth as shown by the 
solid curve of Tig. 7; i.e., the effective bandwidth was approximately 
5 me. The timing circuit had an effective Q of 80 at 10 me. 

Since (3) is based on the signal-to-noise ratio which would exist in a 
10-me band, whereas the ratio was measured in a 5-mc band, it is neces- 
sary to make a conversion to obtain the proper value to use in the equa- 
tion. This value was calculated to be approximately 21 db. The ratio 
varies slightly with pulse pattern due to slight changes in pulse shape; 
however, these variations should be small. 

Then, from (3), 


Veins = 2.51 ss x a = 2.51 X 0.01 = 0.025 radian 
for the case where all pulses are present. With a linear timing input am- 
plifier and only one out of nine pulses present, the timing wave amplitude 
is reduced by a factor of nine, whereas noise is unaffected by the number 
of pulses. The phase deviation then becomes 9 X 0.025 = 0.225 radian 
or 13°. This is in fair agreement with the value of 17° measured under 
the same conditions. 

A chain of 22 repeaters was operated under the conditions described 
above but with seven out of nine pulses present. Then, for the first 
repeater in the chain, the deviation should be Ving = 9/7 X 0.025 = 
0.032 radian. From (30) of the previous article, it is evident that the 
effective bandwidth of a chain of N repeaters is 


L.77f, 
QVN 


The bandwidth of a single repeater is 

afr _ LOVf, 

2Q Q 
The ratio of noise power at the output of the Nth repeater to that at the 
output of the first repeater is 


(Wia)w 
(Wa) 


Best = 











= 113 Y/N. 
Then 
Wy = 1.06 NY, . 
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For our example: 
Vo = 1.06 X 2.17 & 0.032 = 0.074 rad. = 4.2°. 


This is consistent with the estimate made by means of the photograph 
of Fig. 6. 


VI. PHASE CONVERSION 


Changes of pulse pattern produced by manual switching were found 
to result in changes of delay, or phase, through a repeater of the type 
employed in these experiments. This change amounted to about 10° 
at the 10-me pulse-repetition frequency when the pattern was changed 
from one pulse out of nine to seven out of nine. Any practical system 
will have to be designed in such a way that the total phase deviation 
resulting from expected changes of pulse pattern will not exceed system 
requirements. In an experimental timing circuit designed for the micro- 
wave system, phase conversion has been reduced to about one-tenth 
of that produced in the baseband repeaters. 


VII. CONCLUSIONS 


It was found that, with a fixed pulse pattern and the simple timing 
circuits employed, the number of errors produced by the effects of 
noise upon timing was negligibly small in comparison to the number 
produced by other effects of noise. This was true even when the system 
was operating under very adverse conditions. It might be expected from 
these results that random noise in the timing circuit will not be a major 
cause of errors in an actual system. The results also indicate that, as 
far as random noise is concerned, the amount of time deviation of pulses 
at the output of a long chain of repeaters can be kept within tolerable 
bounds. 

The above experiments were performed with repetitive pulse pat- 
terns. We have not made an adequate study of the effects of rapid 
changes of pulse pattern upon timing. Indications are that these effects 
may be much more serious than the effects of random noise on timing 
and should, therefore, be studied more extensively. 


REFERENCES 


1. Bennett, W. R., this issue, pp. 1501-1542. 

2. DeLange, O. E., this issue, pp. 1455-1486. 

3. Rowe, H. E., this issue, pp. 1543-1598. 

4. DeLange, O. E., Experiments on the Regeneration of Binary Microwave Pulses, 
B.S.T.J., 35, January 1956, pp. 67-90. 


Statistics of Regenerative 
Digital Transmission 


By W. R. BENNETT 
(Manuscript received April 16, 1958) 


Statistics of a synchronous binary message pulse train applied to a re- 
generative repeater are related to those of the original binary message, which 
is assumed ergodic. It is shown that the ensemble of possible message pulse 
trains is a nonstationary random process having a pertodically varying 
mean and autocovariance. A spectral density is calculated which shows line 
spectral components at harmonics of the pulse rate and a continuous density 
function, both with intensity proportional to the square of the absolute value 
of the Fourier transform of the standard pulse at the frequency considered. 
The continuous component has many properties similar to thermal noise 
but differs in that, under certain conditions described, it can exhibit regu- 
larly spaced axis crossings, can be exactly predicted over finite intervals and 
is capable of producing discrete components when nonlinear operations are 
performed on it, even though no line spectral terms are originally present. 
The analytical results are applied to the problem of deriving a timing 
wave from the message pulse train by shock-exciting a tuned circuit with 
impulses occurring at the axis crossings. 


I. INTRODUCTION 


An ideal regenerative digital repeater is defined here as a nonlinear 
time-varying device with response expressed as the product of a stair- 
case output vs. input function such as shown in Fig. l(a) and a time- 
sampling function such as shown in Fig. 1(b). The first function (a) 
converts a continuous range of possible input values to a discrete or quan- 
tized set of output values. The second function (b) is a time-varying 
response function which ideally makes the repeater sensitive only during 
infinitesimally narrow time intervals with regular spacing T = 1/f,. 
Taken together, the two functions quantize and sample the input wave 
at uniformly spaced instants of time. The input wave consists of a dis- 
crete-valued message component plus noise and distortion accumulated 
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in transmission from the previous repeater. If the noise and distortion 
are sufficiently small to confine the departure from the proper discrete 
message value within one quantization interval at the sampling instants, 
the regenerated wave matches the message and errorless transmission 
is achieved for any number of repeater spans. 

To economize bandwidth, the actual pulses transmitted are not in- 
finitesimally sharp, nor even rectangular as indicated in Tig. 1(b), but 
are multiples of a standard finite width pulse g(¢) which may be consid- 
ered to be generated by a linear network from the sharp samples. A typi- 
cal outgoing wave from the repeater is therefore expressible by: 


a(t) = >> a,g(t — nT), (1) 
where the sequence a, , n going from — « to , represents the message 
values. In much of our work we shall specialize our attention to the binary 
case, in which there are only two possible values of a, , which we shall 
usually take as zero and unity. The corresponding output vs. input func- 
tion of Fig. 1(a) then takes the form shown in Fig. 2. A typical outgoing 
wave train is shown in Fig. 3 for the message sequence 


21 OO TOL 1 Oss. 


The ideal repeater requires an absolute clock to supply the timing 
control exemplified by Fig. 1(b). In practical transmission systems of 
considerable length, it may not be feasible to supply such absolute timing 
information. An alternate procedure, for example, derives the timing 
wave from the signal pulse train itself by applying a portion of the wave 


RESPONSE 
—_—_ 





- Oo + 
INPUT —> 


Fig. 1 — Specification of ideal regenerative repeater characteristic. 
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train to a circuit tuned to the pulse repetition frequency. If the circuit 
has a sufficiently high Q it continues to oscillate at the desired frequency 
during the gaps when no message pulses are present. Design of the tuned 
circuit requires a statistical analysis of the pulse train. This is one of 
many important statistical problems associated with practical, as dis- 
tinguished from ideal, regenerative repeaters. 
In this paper, we consider the following specific problems: 
1. Properties of a digital message pulse train as a random noise source. 
2. Derivation of the pulse repetition frequency from a pulse train by 
shock excitation of a tuned circuit. Under this topic, the following ef- 
fects are studied: 
(a) message statistics 
(b) message pulse shape 
(c) Q 
(d) mistuning 
(e) noise. 
3. Effect of time jitter in received pulse train on recovered analog sig- 
nal. 
The important problem of analyzing accumulated effects in a chain of 
nonideal regenerative repeaters is discussed in a companion paper by 
H. E. Rowe.’ Both this paper and that of Rowe are intended to pro- 





OUTPUT -——> 


Fig. 2 — Binary output-vs.-input response. 








Fig. 3 — Typical binary wave train. 
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vide analytical background for the two preceding papers in this issue.” ° 
Reference is also made to a paper by E. D. Sunde’ which treats many 
of the same problems in a somewhat different way and gives results for 
specific repeater embodiments. 


II. A DIGITAL MESSAGE AS A RANDOM NOISE SOURCE 


The digital message may be regarded as a random time series of dis- 
crete numbers. In the notation of stochastic processes, consider the en- 
semble of possible messages M(t), where a typical M(t) consists of the 
infinite discrete time sequence: «++ Q_2, G1, Qo, @, d2 --- . The values 
of the a’s belong to a specified set of discrete numbers and each possible 
sequence has a probability of occurrence associated with it. We assume 
that the message ensemble is ergodic; that is, averages over the ensemble 
at fixed time are identical with averages over time in any member of the 
ensemble, except for a set of probability zero. It follows that the en- 
semble is also stationary; that is, averages over the ensemble do not de- 
pend on position in the sequence. For our purposes we do not go beyond 
second-order statistics and shall base our calculations on two ensemble 
averages, the ordinary mean and the autocovariance. 

The mean m, is defined by the ensemble average for any n: 


mM, = AV an. (2) 


The value of m; is a constant for the message ensemble. For example, 
in the binary case in which zero and one occur with equal probability 
m, is equal to one half. The autocovariance R(n) is defined by the en- 
semble average 


R(n) = av (Qkx4n) for fixed k. (3) 


The value of R(n) depends on n but not on k. It is determined by the 
dependency of successive message values. If the message consists of in- 
dependent numbers, the value of (0) is the average squared message 
value and R(n) is equal to the square of the mean for n not equal to zero, 
since the average of the product of independent quantities is equal to the 
product of their averages. From the ergodic property, these quantities 
may also be derived from almost all members of the ensemble indi- 
vidually, thus: 


N 


1 
Ma on aaa ee mee (4) 


N 


: 1 
R(n) =< lim, IN +1 De AnAktn + (5) 
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The actual wave sent over the line from one repeater to the next is the 
function x(t) given by (1). We may regard x(é) as a typical member of 
the pulse ensemble {2z(é)}. Unlike the message ensemble {J/(¢)}, the 
pulse ensemble {2(é)} consists of continuous functions of time rather than 
discrete time series. We shall now relate the statistics of the pulse en- 
semble to those of the discrete message ensemble. 

We first evaluate the ensemble average of {x(¢)} by holding ¢ fixed 
and averaging over all members. Then, since the average of a sum is 
equal to the sum of individual averages, and since the standard pulse 
g(t) is the same for all members of the ensemble, we find 


av {z(t)} = av 3 anglt — nT) 


yaad aa (6) 


n=—o 


= m De git — nT). 


It thus appears that the ensemble average varies with time. This is not 
really unexpected since it seems reasonable that we should find values in 
the middle of a pulse interval to be distributed quite differently from 
those at the beginning or end. In fact, we should expect the ensemble 
average to vary periodically at the pulsing rate, and we readily demon- 
strate this by noting that 


I 


wee Diem 3 pet San 
ae (7) 


= m1 3. glt — (n — 1)T] = av x(t) 


n=—o 


by substitution of the summation index n’ = n — 1. 
The periodicity of the ensemble average suggests a formal Fourier 
series expansion, thus 


wes S te Ona, (8) 


T 
t= 7, / av x(t) exp (—2m7Jf,t) dt 


(9) 


I 


ce) T 
mfr 2 g(t — nT) exp (—2mrJf,t) dt. 


We now substitute ¢ — n7’ = wu in the integral. The limits then become 
_—-nT to —(n — 1)T while the exponential becomes exp (—2mrjf,u), 
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since f,7’ = 1. The summation of finite integrals with adjoining limits 
may then be replaced by a single infinite integral, giving 


CS Mads [ g(u) exp (—2mrjf,u) du. (10) 
If we introduce the Fourier transform of the standard unit pulse by 
Gf) = | a(@) exp (—2nift) at (11) 
we observe that 
Cn = mf,G(mf,); (12) 
and, hence, 
av {x(t)} = mf, 2 G(mf,) exp (2m7Jf,t). (13) 


The ensemble average is thus expressed as a Fourier series in time with 
the amplitude of the mth harmonic of the signaling frequency propor- 
tional to the amplitude of the spectral representation of the unit pulse 
at that same harmonic frequency. We note that an ensemble consisting 
of precisely this set of harmonics and no other terms would exhibit just 
this same result for its ensemble average. It is convenient, therefore, to 
resolve our pulse ensemble into a set of such discrete nonrandom har- 
monic components plus a remainder which has random properties and 
zero mean. We consider therefore the ensemble 


ie) 


fy} = {x} — av {a} = De (an — m)g(t — nT). (14) 


N=—00 


Then, 
av {y()} = 0. (15) 


We explore farther by evaluating the autocovariance function R,(7, ¢) 
for the ensemble {y(¢)}. By definition, 


R,(z, t) 
= av {y(é)y(t + 7)} 


m>=—-es = 


= ww { >> (dm — m)g(t — mT) 3 (a, — mgt — nT + | 
=e (16 


foe] wo 


= Dd avian — m)(a, — m)lg(t — mT)g(t — nT + 7) 


mMF=—-oO 2n=—O 


8 


2 > (Gee e = ne = aD. 


™m 


lI 


STATISTICS OF REGENERATIVE DIGITAL TRANSMISSION 1507 


By replacing ¢ by ¢ + 7' and increasing both summation indices by unity, 
we see that R,(7, f) is periodic in ¢ with period 7. Hence, as in the case 
of the mean, 


ie) 


Ryls, i) = ps dx exp (2k jf,t), (17) 


b==—09 


? 
oe fe I Ry(r, t) exp (—2krjft) dt 


= f, 


iMs 


» [R(m — n) — mi] (18) 


/ git — mT)g(t — nT +7) exp (—2krjf,t) dt. 
0 


We substitute m — n = m’,t — nT = @’, and find after some rearrange- 
ment analogous to that used in obtaining (10): 


de = fe D> (Rm) — mil + mI, ki), (19) 
where 
F(z, f) = i. ; g(t)g(t + 7) exp (—j2rft) dt. (20) 


By the convolution theorem. 
FG, f) = i GO)G*(\ + f) exp [—j2rr + f)] dd. (21) 


In the special case of independent message values, 
R(O) = av (an) = m; R(n) = av’ (an) = m,n #0 (22) 
and 
di, = f, var (an) F(r, Kf,), (23) 
where var (a,) is the variance of the a’s defined by 
var (dn) = m2, — m, = av (an) — av’ an. (24) 


There is no reason, in general, for (7, kf,) to vanish for all nonzero 
values of k, and hence the autocovariance of the y-ensemble does not 
reduce to an expression independent of time. It appears, therefore, that 
separating out the periodic components which account for the fluctuat- 
ing mean does not make the remainder a stationary process. We there- 
fore cannot invoke the Fourier transform relationship between auto- 
covariance and power spectrum to find a power spectrum for our pulse 
ensemble, even after the periodic components have been removed. 
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A procedure which has often been used in similar situations is to make 
the process stationary by assuming a random phase relationship between 
the members of the ensemble. We do not wish to do this here because 
synchronous phase is an important property to be preserved in digital 
regeneration. However, there is a meaningful definition of a power 
spectrum which can be used without reference to the fluctuating auto- 
covariance. We shall calculate the spectral density in this way, but, as 
might be expected, the resulting function is the same as would be ob- 
tained by randomizing the phases of the ensemble. 

Consider first the ensemble yy(t) which includes only the pulses from 
n= —-Nton=N: 


N 


y(t) = >) (an — mig(t — nT). (25) 


=—N 


Then, for unit pulses which possess a Fourier transform, the Fourier 
transform Sy(f) of yw(t) exists and is given by 
N 
Sw(f) = QL (x — m)g(f) exp (—2nrjfT). (26) 


=—N 


By Parseval’s theorem, 


[wo a= [isn ear (27) 


Let the average of the ensemble yy'(é) over the interval —NT to NT be 
represented by avyyy (t). Then, 


1 NT ; 
ON + DT i av yw (t) dt 


avy yy (t) = 


= ONT c av | Sw(f) |? af (28) 


~ @N * DT If. T [. fev yw) dt 


Also, 
QV Yo (t) = lim avy Yn (6) 
stn [oer Y 29) 
=| wa, 
where 
w(f) = lim Se I (30) 


wow (2N + 1)T - 
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Irom (29), w(f) as defined by (30) satisfies the requirement for a spec- 
tral density. From (26), _ 
av | Sw(f) | 
= av [Sy(f)Sy*(f)] 


ay 3 av [(dn — m1) (am — mi) IG(f)@*(f) exp [2ajfT(m — n)] BL) 


m=—N n=—N 


ay > [R(m — n) — mi] | G(f) ? exp [2xjfTn — n)]. 


m=—N n=—N 


Let m — n = k, giving 
N mtN 
av | Sw(f) P= 2 2) [RW — ml |G) exp QrjhfT). (82) 


The order of summation can be interchanged by the formula: 


N m+N 0 k+Nn 


eo a a (33) 


m=—N k=m—N k=—2N =1 m=k—N 


Since the summand does not depend on m, we perform the summation 
on m by counting the terms. The result is: 


av | Sy(f) ) = @N + 1)|G(f) P (0) —m, 
(34) 


+2 ae (1 - si a :) [R(k) — m’] cos aakyt. 


From (30), then, 
w(f) = f, | E(f) P RO —m +2 bs [R(k) — mi’] cos 2nky?| . (85) 


In the special case of independent message values, R(O) = mz = m, and 
R(k) = m, for k # 0, giving a result in agreement with the well-known 
solution’ based on a random phase ensemble average, namely 


w(f) = f,m(L — m) | Gf) P (36) 


This spectral density function is defined for both positive and negative 
frequencies. If the densities at negative frequencies are added to those of 
the corresponding positive frequencies, the above result is multiplied by 
two. 

The spectrum of {y(¢)} is thus continuous and is proportional to the 
squared absolute value of the Fourier transform of the unit pulse. The 
spectrum of the actual pulse ensemble has added to the above con- 
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tinuous spectrum a set of line spectral components given by (13). The 
line spectral terms occur at harmonies of the signaling frequency and 
have amplitudes proportional to the unit pulse spectrum evaluated at 
the harmonic frequencies. If the pulse spectrum vanishes at any harmonic 
that harmonic does not appear in the {x(¢)} ensemble spectrum. Equa- 
tion (13) can also be written in the form 


av {x t)} = mf,G(0) 


+ 2m; du | Gimf,) | cos [mat + ph G(mf,)]. 


T’rom this expression it is clear that the de component has mean square 
my f; G’(0), while the mean square value of the mth harmonic is 


2m: fe | G(mf,) |. 


Fig. 4 gives curves of the continuous and line spectral density com- 
ponents for independent binary on-off signaling with various standard 
pulse shapes. Tor this case, if p; is the probability of the value unity, it 
follows that 


Me = ~i3 m — my = pi(l — pi). (38) 


The continuous part of the pulse train spectrum has much in com- 
mon with thermal noise. An audible band selected between adjacent 
harmonics sounds to the ear like thermal noise. If the signaling rate is 
placed well above the noise band a random on-off pulse train serves 
adequately as a hiss source in a vocoder synthesizer. Oscillograms and 
spectrograms of narrow-band telegraph noise not including a harmonic 
would appear to the eye to be indistinguishable from thermal noise. The 
curves of Tig. 4 provide useful quantitative data relating the amount of 
noise produced in this way for specific cases. 

It must not be concluded, however, that random telegraph noise is in 
all respects equivalent to thermal noise with the same spectral density. 
The telegraph noise remains a nonstationary process and has a phase 
structure among its components which thermal noise does not possess. 
The nonstationary properties of the telegraph wave ensemble are not 
the most general but are of a special kind which have sometimes been 
described as “periodically stationary.”” We have suggested the name 
“eyclostationary”’ for this type of process, i.e., one in which the ensemble 
statistics vary periodically with time. Analogously, the name ‘“cyclo- 
ergodic” will be used for cyclostationary processes in which statistics 
over the ensemble for fixed time are the same as statistics over the in- 
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_ Fig. 4 — Continuous and line spectral density components for independent 
binary on-off signaling with specific pulse shapes. 


stants of time differing from the fixed instant by multiples of the period 
in almost all individual members of the ensemble. A cycloergodic en- 
semble is cyclostationary but the converse is not necessarily true. 

An important practical difference between telegraph noise and ther- 
mal noise is that the former can be generated deterministically if the 
message values are known or can be found. This follows because the wave . 
form is completely determined by the sequence of message values and the 
standard unit pulse wave form. Use of telegraph noise for masking other 
waves is therefore subject to the qualification that, if the telegraph mes- 
sage can be read, the noise can be removed. Reading the message becomes 
more and more difficult as the ratio of bandwidth to signaling frequency 
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is made smaller, and the overlapping of adjacent pulses in time becomes 
correspondingly greater. I'rom the standpoint of digital transmission, 
reading the message is, of course, a paramount objective and the band- 
width of the transmission medium must be made large enough and the 
noise and distortion small enough to enable a correct reading to be made. 

A further salient feature of the telegraph noise ensemble as contrasted 
with thermal noise is the possibility of regularly spaced axis crossings or 
zeros of the received wave. From (1) and (14) we see that both x(t) 
and y(t) will have zeros at points spaced 7 seconds apart if the stand- 
ard pulse g(t) has such zeros. That is, if for some 


g (to al nT) = 0, n = 0, +1, 227, a) (39) 
then 
(to + nT) = yo + nT) = 0, n= 0, £1, +2,---. (40) 


This does not mean that there cannot be other zeros as well, and the 
other zeros in general can have irregular spacings. It is possible, however, 
to exclude irregular zeros in specific cases. For example, if the standard 
pulse is the unit impulse response of a series-tuned circuit consisting of 
resistance R, inductance L, and capacitance C, the function g(t) becomes 
go(t) defined by 


wo Lgo(t) = (wo + a”)? exp (—at) cos (wot + 0); i>o0 


(41) 
a= R/2L; wLC=1—RC/4L;  tané@ = R/(QeL). 
By setting wo = 2r/T, we obtain nulls at tp and é, in the interval 
| 0<t<T, 
where 
2rto/T = 2/2 — 8, 
(42) 


2nt,/T = 38n/2 — 0. 


These represent the only nulls in the interval from zero to T and they 
repeat at fo + n7T and ¢, + nT for all integer values of n, as shown in 
the full-line waveform of Fig. 5. Furthermore, go(¢) changes in sign from 
positive to negative at ¢ = t& + nT and from negative to positive at 
t = 4 + nT. No other sign changes occur. If we consider go(f — mT’) 
with m any positive or negative integer, we note that the values between 
to + nT and & + nT are the same as those of go(#) between t + (n — m)T 
and é, + (n — m)T, and hence they are all negative. Likewise, the values 
of go(t — mT’) between é, + nT and ft) + (n + 1)T are all positive. The 
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Fig. 5 — Response of tuned circuit to synchronous impulses. 


dashed curve of Tig. 5 shows the relation for m = 2. The conclusion is 
that the summations from which x(t) and y(é) are formed consist of 
waves having common nulls and the same sign between nulls. It follows 
that both x(¢) and y(é) for the case of g(t) — go(é) have nulls only at 
to + nT and t, + nT’, the axis crossings are from plus to minus at fo + n7’, 
and the axis crossings are from minus to plus at 4, + nT. 

We have thus proved that, if go(¢) is the standard pulse, the continuous 
noise spectrum arising from a random choice of signaling pulses has no 
effect on the nulls of the composite wave. Telegraph noise therefore is 
profoundly different from thermal noise in that it does not perturb axis 
crossings in a situation in which thermal noise certainly would. Produc- 
tion of an invariant null spacing permits the recovery of the timing or 
clock wave from the pulse train and is ACCOEUIDEY | of vital importance 
in the self-timed regenerative repeater. 

In general, the standard pulse will not have the invariant null property 
exhibited by the special function go(¢). It may, however, be possible to 
convert the actual g(¢) into a new pulse which does have the required 
property. We note that the Fourier transform of go(¢) is given by 


ses IO a ae 
1 + j2afRC — 4n°f?LC’ 
An ensemble with standard pulse g(t) and transform G(f) can be con- 


verted into one with standard pulse go(é — 7) by inserting a linear net- 
work with transmittance function 


Go(f) 
G(f) 


provided that Y(f) is physically realizable. Since Go(f) is the response of 


Gof) = (43) 


YG exp (—j2afT»), (44) 
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a tuned circuit to a constant spectrum, the problem reduces to the re- 
alizability of the reciprocal of G(f) with an arbitrary delay factor. 

Suppose, however, that the received pulse shape is such that Y(f) 
can not be realized. For example, (3) for the discrete or line spectrum 
components shows that, if the pulse transform G(f) vanishes at the pulse 
repetition frequency f, and all its harmonies, there are no discrete fre- 
quency components representing the signaling frequency in the pulse 
train. In (44) we would then have G(f) = 0 at f = f, and, since Fo(f,) 
is not zero, the value of Y(f,) would have to be infinite. It might seem 
that in this case the timing information is lost. However, we shall show 
that this difficulty only exists for linear time-invariant methods of deriv- 
ing the timing information. 

To see how we can materialize a discrete component from a con- 
tinuous spectrum, consider a specific case of an uncurbed rectangular 
signaling pulse 


gf) =1;  O<t<T. (45) 
Then, from (11), 
G(f) = (af) exp (—Jaf/f,) sin (af /f,). (46) 


It is clear that G(nf,) vanishes for all integer values of n. If a pulse by 
itself contains zero amplitude at all harmonics of f,, no succession of 
pulses can have nonzero amplitude at these frequencies. However, we 
note that, in a binary on-off system using these uncurbed pulses, a wave 
such as that shown in Fig. 6 is obtained, in which every message digram 


ie) i (0) 1 1 0 0 1 1 1 6) 0 0 


Fig. 6 — Train of uncurbed rectangular pulses. 
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Fig. 7 — Recovery of timing wave from transitions of binary pulse train. 
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01 produces an upward transition, every digram 10 produces a. down- 
ward transition, and the wave is constant for unbroken sequences: of 
1’s or 0’s. If this wave is applied to the circuit of Fig. 7, which includes 
a differentiator, full-wave rectifier, threshold triggered pulse generator 
and tuned circuit, an output wave containing pulses of form 


golt — nT + To) 


is obtained where n represents the integer values in the message sequence 
at which 01 or 10 digrams occur. The effective message source is trans- 
formed from the original sequence of zero and unity values to a new 
sequence jin which the unity values are associated with 01 or 10 transi- 
tions and the zeros with 11 or 00 digrams. A new continuous spectrum 
is thereby obtained and a discrete line spectrum absent from the original 
wave is created. Nonlinear operations have been used to attain this end. 
The system will still operate if either (but not both) the rectifier or the 
nonlinear triggered pulse generator is omitted. If we were dealing with 
thermal noise, even nonlinear operations would not suffice to construct 
a discrete spectrum. 

The impulse response of a tuned circuit is only one example of a stand- 
ard pulse shape which yields correct timing information from a syn- 
chronous telegraph pulse train. Another standard pulse having the same 
essential properties is the response of the same tuned circuit to a rec- 
tangular pulse of duration equal to half the signaling period. When the 
exciting pulse has unit height, the response becomes g;(é), defined by 


woLgi(t) = 
sin wt; 0 <t < 7/2 (47) 


exp (—at) ; 
sin wot — exp (aT'/2) sin w(t — T/2); t> 7/2. 


When a7’ = 27, it may be verified that gi(¢) has positive-going axis 
crossings at £ = 0, 7, 27, --- ; negative going axis crossings att = 7'/2, 
37/2, 5T/2,--- ; and no other axis crossings. Hence the summation 
of any such pulses beginning only at multiples of 7 has the same nulls 
and no others. 

The problem of producing regularly spaced axis crossings from a re- 
ceived pulse train is studied in more detail in the next section, which 
treats the problems associated with derivation of timing information. 
We conclude our discussion here with some further remarks about 
secondary pulse trains triggered from transitions in a primary pulse 
train. Such secondary trains are of major importance in pulse frequency 
derivation techniques. The example given above of a primary uncurbed 
rectangular pulse train is not of much interest in digital transmission, 


1516 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


since it would require excessive bandwidth to approximate the square 
waveforms. A more practical type of pulse is the raised cosine of Fig. 8. 
Such a waveform can be transmitted with fair accuracy over a band- 
width slightly less than the signaling frequency. Closest spacing without 
overlapping is obtained when one such pulse is started at the instant a 
preceding one reaches its peak. A flat-topped resultant wave then oc- 
curs between successive individual pulse peaks, as shown in Fig. 8. A 
train of raised cosine pulses can therefore give timing information only 
on the transitions 01 and 10, and the circuit of Fig. 7 is appropriate for 
signaling frequency derivation. It may be verified from Tig. 4 that the 
raised cosine pulse has null values in its Fourier transform at the signal- 
ing frequency and its harmonics. 

The message associated with the transition pulse train is, of course, 
different from the original message and has a different set of statistics. 
It is of interest to calculate the relation between the two for the case of 
binary on-off message source with independent signal values. For such a 


4. 0. Wr ae Oe A a os tO co 
Fig. 8 — Train of raised cosine pulses. 
source, the values of a, are selected independently, with the probability 


p, that unity occurs and 1 — p, that zero occurs in any position. Then 
the mean first and second powers are given by 


m = M = Pi (48) 
and the autocovariance by 


RO) = m, R(n) = my, n £0. (49) 


The rule for constructing the transition message is given by the fol- 
lowing table: 











Original Message Transition Message 
1 preceded by 0.................. 02.20 e eee eee 1 
1 preceded by 1......... 0.0... ccc cc eee ees 0 
0 preceded by 0............0 0. cc cece eee ees 0 
O preceded by 1......... 0... ccc eee 1 








The value 1 occurs in the transition message from two events each hav- 
ing probability m,(1 — m,) and hence has probability 2m,(1 — m,). The 
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mean first and second powers of the transition series are therefore given 
by 
r= re = 2m(1 — m). (50) 
We shall represent the autocovariance of the transition message en- 
semble by p(n). The value of p(0) is simply the mean square, and hence 


p(0) = 2m(1 — m) = 1. (51) 


To evaluate p(1) we note that the product of adjacent values in the tran- 
sition message is zero except when the original values are 10 preceded by 
0, or 01 preceded by 1. The probability of obtaining the first is 
m(1 — m)” and of obtaining the second m;(1 — m). Hence the proba- 
bility of a 11 sequence in the transition messages is given by the sum of 
these two probabilities, and since we obtain unity for the product in this 
case and zero otherwise, 


o(1) = m(l — m)? + m1 — m) = m(1 — m) = 7/2. (52) 


For values of n greater than one the constraint imposed by the transi- 
tions effectively disappears, since we may fill in all possible 0 and 1 
values between the critical end points. Thus, in the case of n = 2 we 
obtain values of unity in the transition series two intervals apart for the 
following original message sequences: 


1001 
1010 
0101 
011 0. 


These have total probability 

p(2) = 4m7(1 — mm)? = rv. (53) 
To evaluate p(3), we merely fill in all possible 1’s and 0’s in a column 
between the second and third above and obtain the same total proba- 
bility because the compound event represented by the first and last 
two columns is independent of that represented by the middle column. 
The probability of the first compound event is 7", as calculated above, 
and that of a second is unity. Hence the complete autocovariance is ex- 
pressed by 


p(0) =T1, 
p(1) = p(—1) = 7, /2, for |n|>1. (54) 
p(n) = p(—n) = ry 
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- Thus, the transition series formed from the independent binary series 
becomes a digram series; that is, one in which adjacent values are de- 
pendent but nonadjacent values are independent. The discrete compo- 
nents in the spectrum are the same as in the independent case except 
that m, is replaced by r,; . The continuous spectrum is evaluated by sub- 
stituting p for R and r, for m in (35). The result after r; has been re- 
placed by its value from (50) is 


w(f) = | 
2m(1 — m) fr | G(f) |? [1 — 2m, + 2m? + (1 — 2m)’ cos 2xfT]. (55) 


In the special case in which m, = 3, this reduces to the same spectral 
density obtained for the independent message case, (36). 


III. DERIVATION OF TIMING INFORMATION FROM A RANDOM TELEGRAPH 
MESSAGE 


The existence of standard telegraph pulses which shock-excite a tuned 
circuit to produce a sustained oscillation at the signaling rate for almost 
all message sequences has been demonstrated by example in Section IT. 

In practical timing recovery circuits the ideal of a constant-amplitude 
correct-frequency output is not perfectly realizable. Factors which in- 
fluence the result include the message pulse pattern, the Q of the tuned 
circuit, the presence of noise and the precision to which the natural 
oscillation frequency of the tuned circuit can be made to match the sig- 
naling frequency. 

We shall analyze the problem of timing recovery under the conditions 
in which the ideal performance is almost, but not quite, obtained. The 
errors in this case are relatively small in magnitude and corresponding 
approximations can be made in the calculations which will show with 
sufficient accuracy what the quantitative requirements must be to hold 
the errors within specified small ranges. 

Assume that the tuned circuit oscillates at a frequency very near to 
f,, the signaling frequency, and that Q is sufficiently high to make the 
influence of any one pulse on the amplitude of oscillation slight. Con- 
sider the ensemble of possible responses in the interval from ¢t = 0 to 
t = T, with the process having begun at ¢ = — ©. Almost all the wave- 
forms are approximately sinusoidal and the negative-going axis crossings 
cluster about ¢ = t, , where ¢, is defined by 


av x(i-) = 0; av 2'(t.) < 0. (56) 


The actual axis crossing for the typical member of the ensemble occurs 
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at t. + ¢/2af,, where ¢ is a small angle representing the phase error and 
has a distribution of values over the ensemble. We assume that the wave- 
form through this axis crossing is that of a sine wave of frequency f, 
and amplitude equal to the value of x(¢) one-quarter period after the axis 
crossing, 1.e.: 


a(t) = —ax(i, + ¢/w, + T/4) sin [w,(¢ — te) — €], (57) 
with | «| <1. Then, retaining only first powers of «, we have 
u(t.) = e x(t, + T/4). (58) 
We further assume that x(t, + 7/4) can be written in the form 
mle + T/A) = (1+ Savatt. + 7/4), (59) 


where | ¢| < 1. By averaging both sides of this equation over the en- 
semble we deduce that av ¢ = 0. 
It follows from the above assumptions that 


av a(t.) = av [e(1 + £) av a(t, + T/4)] 


(60) 
av eav x(t, + T/4). 


Hence, av x(t.) = 0 implies av e« = 0. The principal quantity of interest 
is the rms phase error, which is the square root of av ¢’. By the assumed 
cycloergodicity of the process, an ensemble average of ¢ is equal to an 
average of the value of é over all intervals of any member of the ensem- 
ble. From (58) and (59), 


av v(t.) = f&(1 + 2¢ + &) av’ a(t, + T/4)] 


(61) 
ave av x(t, + T/4). 
Hence, to the first order of small quantities, 
2 
ieee (t) (62) 


av? x(te + T'/4) 


The mean square phase error is thus expressed in terms calculable from 
the general expressions previously derived for means and covariances of 
the pulse ensemble. 

It is also of interest to evaluate the mean square value of ¢ to validate 
the treatment of ¢ as a small quantity and to estimate the amount of 
amplitude variation. From (59), 


av v(t, + 7/4) = av (1 + 2¢ + ¢°) av’ x(t, + T/4) 
(1 + av ¢°) av’ a(t, + 7/4). 


(63) 
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Hence, 


2 avy(te+7/4) _ R,(0,t. + T/4) 


IVS Sai T/A) wate T/A) 


(64) 

It is to be noted that the above treatment evaluates only the mean 
square total phase error and does not give a frequency resolution. The 
spectral composition is important, particularly in the case of a chain of 
repeaters and is discussed in the companion paper by Rowe.’ 

We next calculate the average values appearing in the equations for 
mean square phase error and mean square amplitude ratio variation for 
specific pulse shapes. We assume that the circuit is not tuned to the pulse 
repetition frequency so that a basis for estimating the error from mis- 
tuning can be established. For the case in which g(t) = go(t), the unit 
impulse response of a single tuned circuit, we write (41) in the form 


go(t) = A exp (—at) cos (wot + 8); i> 0, (65) 
where 
A = w(Q? + 1 /2RQ; a = «0/20; (66) 
Q =wbl/R, tan @ = 1/2Q. 
From (6), the ensemble average of «(é) in the interval 0 S$ ¢ S Tis 
av {a(t)} = m got — nT) 
(67) 
= mA = Re exp [(7 — a)wolt — nT) + jo). 
The series is geometric and may be summed to obtain 
aud). mA exp [—ao(t — T/2)/2Q] 
* 2RQ*(cosh? woT'/4Q — cos? woT'/2) 
“tlh ae oye zt | ( fh 
“yon 40 cos —— COS | wo { ¢ 5 + 6 (68) 
— cosh & a sin 20° sin [w(t — 7/2) + ap. 


The value of ¢, in the noise-free mistuned case can be obtained readily 
from (68) by equating the terms inclosed in the braces to zero, giving 


= 1/2 — 0/o) + ow are tan [tanh (wo7"/4Q) cot (woT'/2)]. (69) 
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We note that ¢, approaches 7/4 as Q approaches infinity. If we as- 
sume perfect tuning by setting ao7’ = 27, (68) becomes 
av a(t) = 


miw(4Q? + 1)"? exp [— (ot — 7) /2Q] cos [w(t — 17/2) + 6] — (70) 
4RQ sinh 7/2Q 





That is, the average waveform of the tuned circuit response becomes a 
damped sine wave of the correct frequency. When Q is large, the damp- 
ing is small. The limiting form as Q approaches infinity is an undamped 
sine wave: 


MW, 


lim av z(t) = cos w(t — T'/2). (71) 





This result is perfect for frequency recovery. It is to be noted that it does 
not matter whether the message values are independent or not. In the 
special case in which pulses are generated by transitions only, m, would 
be replaced by 7; = 2m, (1 — m), as given by (50). 

To complete the estimate of rms phase error and amplitude ratio varia- 
tion, we must evaluate the average value of x(¢) one-quarter period away 
from ¢, , and the average squares of x(t) att = t,and¢t = ¢, + T’/4. The 
value of av x(t. + T'/4) is obtained by substituting ¢ = ¢, + 7'/4 in (58). 
The evaluation of average squares may be done in general from the 
covariance formula of either (16) or (17)-(21), recalling that 


av x(t) = av’ x(t) + av y°(2), (72) 
av y(t) = R,(0, ¢). (73) 


Two binary cases of considerable importance which simplify considerably 
are those of completely independent message values and the message de- 
rived from transitions between independent values. These are: 


Independent Binary Message 
R(O) = m; R(n) = my; n #0, 


Ry (a t) 


mi(1 — my) P34 g(t — mT)g(t — mT + 7), (74) 


av 7 = Ry(0,0) = m(1 — m) SS g(t — m1). 
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Transition Message for Independent Binary Values 


RO) =r, = 2m(1 — m), RO) = R(—1) 


(75) 
= 7/2, R(n) = rv; |n| > 1, 

Rr, t) = 11 os g(t — mT)(1 — ri)gt — mT + 7) Ge 
+ (3 —ndglt—(m —1)T +7)4+ & —rdglt -—(m4+ DT +7], 
avy) = R,0,) =m De [d= ng = m7) 7) 

+ (L = 2ri)g(t — mT)glt — (m + 1)7'). 
For the independent binary message ensemble with g(t) = go(t), 


CLT T 
av y(t) = R,(0,t) = m(1 — my) »» go (t — mT) 
_ __m(l — m) exp [—wolt — T/2)/Q! 
F sinh wT /2Q (cosh? aol" /2Q — cos? aol) (78) 
-{eosh’ woT'/2Q — cos’ wl’ + sinh’ (woT'/2Q) cos woT 
-cos [wo(2t — T) + 26] — sinh (wo7'/Q) cosh (wo7'/2Q) 
‘sin wo’ sin [wo(2t — T) + 26]}. 
If wl’ = 27, this reduces to: 
av y(t) = 


m1 — m)o2(4Q" + 1) exp [— w(t — T/2)/Q] cos? (wt + 6) (79) 
8R2Q! sinh +/Q ; 


In the limit as Q approaches infinity, then, 


mil ag Mio, 


2 
In FQ COS wf. (80) 


av y(t) > 


IV. EVALUATION OF RMS PHASE ERROR WHEN INDEPENDENT ON-OR-OFF 
UNIT IMPULSES ARE APPLIED TO MISTUNED CIRCUIT 


We illustrate the use of the equations derived above by carrying 
through the evaluation of (62) when the message pulse source consists of 
independent on-or-off unit impulses and the ratio of tuning error to the 
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signaling rate is small compared with unity. We adopt the following 
notation: 


k(wo — w,)/, = fractional tuning error, 


a = wl'/4Q = (1 + k)r/2Q, 


6 = (1+ k), er 
wol(te — 1/2) + 6] = ®. 
From (69), then, 
sin @ = tanh a cot 6 (1 + tanh’ a cot? 8)”, 
(82) 


cos 6 = (1 4+ tanh’ a cot” 8)”, 


Then, from (78), we may write, after noting that av x(é.) = 0 implies 
av x(t.) = av y(t): 
av v(t) = 


m1 — mi)wo (4Q’ + 1) expl —wol(t. — T/2)/Q] 
16R?Q! sinh 2a (cosh? 2a — cos? 28) 


+ sin’ 28 + sinh’ 2a cos 28 cos 26 — sinh 2e cosh 2a sin 26 sin 26}. 


{sinh® 2a (83) 


Irom straightforward trigonometrical manipulations, 
2 tanh a cot B 

1 + tanh? a cot? B’ 

1 — tanh’ a cot” B 

1 + tanh? a cot? B° 


When the values of sin 26 and cos 2® are substituted in (83) we find, 
after some reduction: 


sin 26 = 
(84) 
cos 28 


av a(t) = 
m(1 — m)an (4Q” + 1) sin 28 (85) 
exp {—Q” [0 + arc tan (tanh a cot B)]} 
16R?2Q! sinh 2a (cosh? 2a — cos? 28) 
In the high-Q case, the value of av x(é, + 7/4) will be very nearly equal 


to the maximum value of av x(¢) as given by (68). Making this assump- 
tion and simplifying, we obtain: 


av’ x(t, + T/4) = 


my wo (4Q” + 1) exp {-—Q™"[wo/4f, + 6+ are tan (tanh a cot 8)]} 
16R?Q?(cosh? a — cos? B) ; 








(86) 
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Then, from (62), 
ay 2 = (Lam) sin’ 26 exp (—ev/4 f,Q) 
4m, sinh 2a (cosh? a — sin? 6) 
_ (1 — m) sin’ 2kr exp [—(1 + k)x/2Q] 
4m, sinh (1 + k)x/Q[cosh? (1 + k)r/2Q — sin? kr]’ 
In the limit for k < 1 and Q > 1, which is the region of practical interest, 
av € > (1 — m)zk’ Q/m. (88) 
The rms phase error is the square root of this quantity. For equal proba- 
bility of pulses and spaces, m, = 3, and 
rms = (av €))? = kv/nQ. . (89) 


Fig. 9 shows a set of curves of rms phase error vs. Q for fixed values of 
tuning error. It is to be noted that this performance is attained when the 
reference phase of negative axis-crossings is ¢, defined by av x(t.) = 0. 
This value of time is displaced from the time f defined by (42), which 
would be the correct reference if there were no mistuning. The difference 
is accounted for by the steady-state phase shift of the network at the 
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Fig. 9 — Phase error in timing wave from mistuned recovery circuit. 
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pulse frequency. If we were to take the axis-crossing reference time as 
ty , the mean square phase error would be determined by av x’ (to) instead 
of av 2°(é,) in (62). Since av x(to) does not vanish, the expression for 
av 2° (to) must be written as 


av v(t) = av’ x(to) + av y°(to). (90) 
From (42), 
tp = T/4 — T6/2r, 
to — T/2 = — T/4 — 8/w, = — (0+ 1/2)/or, 


I 


cos [wo(fo — 7/2) + 6] = cos [(1 + k)r/2 — 6] 
— sin [k(r/2 — 6)], 
sin. [wo(é — 71/2) + 6] cos [k(r/2 — 6)], 

cos 2[wo(to — 7/2) + 4] — cos k(x — 26), 

sin 2[wo(f — 7/2) + 6] = — sin k(aw — 26). 


Substituting these values and taking the limit for k < 1, and Q > 1, 
we find the rms phase error in the region of interest to be given approxi- 
mately by 


(91) 


oa WL + 1/40) 
mm 12 FTG 


The dashed curves on Fig. 9 show the values of error thus obtained and 
indicate the importance of a phase adjustment to optimize for the tuned 
circuit in use. 

It remains to evaluate the variation in peak height of the tuned cir- 
cuit response. This requires evaluating av ¢° from (64), which in turn re- 
quires calculation of av y(t. + 7/4) from (78). As in the case of av’ 
y(é- + T'/4) it is sufficient to take the maximum value of (78) overa period 
in t. The evaluation of av ¢’ is facilitated by immediate comparison of the 
resulting expression for av’ y(t, + 7/4) with that for av’ x(é, + 7/4) 
given by (86). We find 


= 20k. (92) 


BCU. — m1)(eosh*® a — cosh’ B) 


2 2 
: = aCe T enh? ..fandh69., .. nna 9R\? 
av ¥'(te + T/4) = av a(t. + T/4) mi sinh? a (cosh® 2a — cos? 28) oe 
where 
B = cosh’ 2a — cos’ 28 
(94) 


+ sinh 2a[sinh? 2 cos” 28 + cosh? 2a sin? 28)”, 
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Then, by some further manipulation, we find: 
av ? = 


(1 — m)[sinh’ 2e + sin’ 28 + sinh 2a (sinh? 2a + sin’ 28)"”] (95) 
4m, sinh 2a (cosh? a — sin? 8) ; 


In the limit when Q > 1 and k < 1, we obtain 


Bos (1 = m)rQ 1 9 1 1 2 “| 
wv Fm lat talet#) 7 a) 
With no tuning error, the ratio 


Gl = m) x 
27m1Q 
can also be obtained by taking the ratio of (80) to the square of (71). 

When k < 4Q, the limiting form is 
(1 — m)r 
2miQ 


If k is fixed and not equal to zero, the limit as Q is made very large is 


a 2 = (1 = mi) rQk 
m 


av (> (97) 


(1 + 3kQ*). (98) 


ave = 


(99) 


The analysis given here is valid only when av ¢° « 1. 


V. EFFECT OF NOISE ON TIMING 


The question of timing errors caused by noise superimposed on the 
received pulse train can be resolved into two parts: (1) the shift in refer- 
ence time at the input to the tuned circuit and (2) the resultant variation 





rar 


Fig. 10 — Geometrical construction showing relation between noise and tim. 
ing error. 
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in the phase of the tuned circuit response. The first question can be con- 
veniently answered by a geometrical argument based on Fig. 10. Here 
an enlarged section of the message pulse wave front is approximated by 
a straight line aB of slope equal to that of the pulse at the unperturbed 
critical time f . The instantaneous noise voltage v, advances the critical 
time by 6, , where v,,/6, = slope, and hence 


bn = Un/g' (to). (100) 


Statistics of 6, can be evaluated from the statistics of the noise and the 
specification of the pulse waveform. In particular, if the instantaneous 
noise values at corresponding instants of signaling intervals n intervals 
apart are not independent but have an autocorrelation or autocovariance 
function R,(n), the resulting time shifts have the corresponding function 
R;(n), where 


Rs(n) = av (6:bn4n) = AV (0xVe4n)/g' (to). (101) 


The average is taken over all time for one member of the ensemble to 
give the autocorrelation or over the ensemble at fixed time to give the 
autocovariance. We assume here that the process is ergodic and hence 
that the two averages are equal. We have also assumed that the slope 
of the signal pulse is constant in the neighborhood of the slicing level. 

In the second part of the problem, we assume perfect tuning of the re- 
covery circuit and write for its response 


2at)= >> angot — nT + 6,). (102) 
Here go(t) represents any response function which reproduces the axis 
crossings correctly and, in particular cases evaluated, it will be assumed 
as the impulse response of a tuned circuit. We assume that the individual 
values of 6, are sufficiently small to enable an accurate representation by 
first-order terms in a power series, thus: 


oe 


> aalgolt — nT) + d,go'(t — nT)| 


n= 


a(t) 
(103) 


a(t) + D Andngo (t — nT’). 


Without loss of generality, we may take av 6, = 0, since a constant time 
shift may be compensated by a change in the reference time. Then, if the 
noise and message ensembles are independent, 


av 2(t) = av x(t). (104) 
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We next calculate the autocovariance of the perturbed tuned circuit 
response as 


av [e(t)2(t + 7)] = av [x()a(t + 7)] 


= = 105 
+ D> DE av (anda) av (Sndn)go'(t — mT)go'(t — nT + 7). ie) 


MA=—O N=—oCO 


The first term on the right represents the unperturbed autocovariance 
and has already been evaluated. The effect of the noise is given by the 
second term and, by use of the same technique as in obtaining (16), we 
obtain its autocovariance as 

R,-2(r, t) = 


20 co 106 
+ YS Rim — n)Rilm — n)go'(t — mT)go'(t — nT +7). we) 


m>=—eC N=—CO 


In particular for the case of independent message values, 
R,_2(7, t) = m py Rs(m)go'(t — mT)go'(t — m7 + 7), (107) 
and 
av O = 2°] = Re0,) = mY Ralmmdlge'(t — mI. (108) 


We may treat the phase error caused by noise in the same way as we 
did the mistuning error in deriving (62). Since, with no tuning error, 
av a(t.) = Oandt, = 7/4 — 0/2nf,, 

av 2'(t,) 


2 —_— 
av én = ia Tay (109) 


If the input noise values are assumed independent, 





R:(m) = av 6,” = av vn /[g’ (to)? = 8°. (110) 
Then 
av z(t.) = md 2) [go!(tc — mT)V. (111) 
If 
go(t) = Ae“ cos(w,t + 6), (112) 


it follows that 
go (t) = Be“ cos(w,t + 6 — &), (113) 
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where 
B= (e+ .0,)" A, tan® = a,/a. (114) 


Hence, the previous evaluation of (79) can be used for av z’(t,), replacing 
6 by 6 — ® and multiplying the result by (e” + w,)d. Then 


mw, 0 (4Q° + 1) exp (@ + 1)/2Q 





2 — 
BYMaNICe= F2Q' sinh 7/Q oe 
The limit as Q approaches infinity is 
mw, 
2 Tr 


The expression for av e, is found from division by the square of the 
amplitude factor of (70), giving 


AV én = mw, d exp [(3r — 20)/4Q] tanh (7/2Q) 

wT (117) 

27mQ 

The effect of noise on the recovered timing is seen to vary inversely with 

@Q and hence may be made arbitrarily small by using a sufficiently high-Q 

circuit. The effect is opposite to that of tuning error which becomes worse 

as Q is increased. The possibility of an optimum Q taking both effects 
into account thus exists. 


6 as Qo 





VI. EFFECT OF TIMING VARIATIONS ON A DECODED ANALOG SIGNAL 


The effects of timing errors are of two main kinds. First, they increase 
the difficulty of reading the message correctly because the decisions are 
made at a less favorable point on the pulse wave. This is called the align- 
ment error and is particularly important in a long chain of regenerative re- 
peaters. It has been discussed by E. D. Sunde’ and is also analyzed in the 
companion paper by H. E. Rowe.’ It will not be treated here. The second 
effect is to impair the usefulness of the received digital message even 
though the correct sequence of values is delivered. The seriousness of 
this effect varies widely with the type of message. At one extreme, the 
recovery of printed text from a telegraph message would hardly be 
affected. An analog signal transmitted by pulse code modulation, on the 
other hand, is in some danger because the decoded signal is not correctly 
reproduced by irregularly spaced samples. A single-channel system would 
undergo phase modulation from this cause. In the case of a time-division 
multiplex system, some interchannel crosstalk may result if the jitter 
varies with the signals in the channels. The most severe requirement oc- 
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curs when PCM is applied to transmit a group of frequency-multiplexed 
channels, since any waveform distortion can mean interchannel crosstalk 
after the channels are separated. 

We should point out at the beginning that we are not forced to accept 
time jitter in the received digital wave as finally used. A master clock 
could be inserted at any stage to force the pulse back into a proper time- 
reference framework. By means of resampling combined with pulse 
stretching and delay line distribution techniques, such corrections can 
be made even when the extent of the tuning variations exceeds the signal- 
ing interval. It would, of course, be desirable to avoid these operations 
and hence it is important to determine the permissible extent of time 
jitter in specific situations. We shall consider here the case of multiplex 
speech channels in frequency division transmitted by pulse code modula- 
tion, the FDM-PCM system. 

Our procedure will be to represent the multiplex signal by an ensemble 
of band-limited functions {s(t)} having a spectral density w.(f) which 
vanishes for |f| 2 fo. Any member of the ensemble is completely de- 
fined by its samples taken 1/2fo apart; in fact, by the sampling theorem, 
we have the identity: 


_< sin 2rfo(t + n/2 fo) 
s(t) = 2. s(n/2 fo) “afi FPR) (118) 


The right-hand member is the response of an ideal low-pass filter to im- 
pulses of weight proportional to the samples. The effect of time Jitter is to 
introduce an irregular spacing of the recovered samples which, when 
applied to an ideal filter, produce the distorted wave 


_< sin 2rfo(t + un + n/2 fo) 
oO 2 s(n/2fo) 5 fot + un + n/2fo) ” 


(119) 
The timing errors are represented by un = u(n/2fo), where {u(t)} repre- 
sents a jitter ensemble with specified statistical properties. 

The evaluation of interchannel crosstalk is conveniently accomplishéd 
by assuming signals present in all but one of the IEDM channels. The 
spectral density w,(f) is set equal to zero throughout the frequencies occu- 
pied by the idle channel. Values in this frequency range of w,(f), the spec- 
tral density of the recovered signals, then give the interchannel inter- 
ference caused by the time jitter. This method has the advantage of 
separating the interchannel interference sought from in-band distortion 
which is of no consequence. We refer to a previous paper’ for a descrip- 
tion of some of the necessary mathematical techniques. 
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We assume that s(¢) and u(é) have autocovariance functions expressed 
in terms of the spectral densities by: 


fo 
ee [ | wf) exp (i2arf) di, (120) 


fo 
Fear) = [wal f) exp (R2arf) af. (121) 


It is no loss of generality to assume that u(¢) is band-limited to the range 
—fo to fo, since higher frequency components would produce effects in- 
distinguishable from those in the band of half the sampling rate. The 
spectral densities are in turn expressible in terms of the autocovariances 
by 


ee E PN ais (5 coe Nae (122) 


wal) =f Rals) exp (— 32m fr) dr. (123) 


The s- and u- ensembles are assumed to be independent and ergodic. 
Note also that the signal density spectrum is defined in terms of mean 
squared voltage or current values, while the jitter spectrum is expressed 
in terms of mean square values of time. 

Our procedure is to calculate first the autocorrelation function of the 
a(t)- ensemble by the definition 


R(r) = av o(t)o(t + 7) = av 3 = s(m/2fo)s(n/2 fo) 


m=—0o 


(124) 
_ sin Qa folt + Um + m/2fo) sin Qa folt + 7 + Un + n/2fo) 


An for(t + Um + m/2fo)(t + r + Un + 2/2 fo) 
The spectral density of the distorted signal ensemble is then given by 


wf) = [ : HO re (125) 








We assume ensemble and time averages to be interchangeable by the 
ergodic assumption. The averaging over the s- and u- ensembles may be 
done separately because of their independence. Furthermore, the double 
series may be averaged term by term since, in any case, the average of the 
sum is equal to the sum of the individual averages. We first note that, for 
the s- ensemble averaging, 


av [3(m/2fo)s(n/2fo)] = av [s(m/2f,)s(m + n — m)/2fol 
| = R(n — m)/2fo = R,[(m — n)/2d. 


The averaging over the u- ensemble is more troublesome. 


(126) 
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It has been found possible to obtain a reasonably simple answer only 
in the case of a gaussian jitter ensemble. By an involved calculation, 
which is explained in the Appendix, we obtain for this case, setting 
T) = 1 Fi 2fo ) 


co r/T 9 
Rr) = “ oe R,(nTo) I exp (—2U,,) cos (r — nTo)z dz, (127) 


where 
U,’ = R,(0) — R,(nT»). (128) 


In terms of the complex error function, 


= ate — R(nT) Ce art ee) 
R(7) = 5a 2s Ur, Re erf T a . (129) 


In the case of PCM transmission of an FDM group, the allowable 
jitter is small. This means that the integral of the spectral density w.(f) 
must be small and, hence, that 2,,(0), which is equal to this integral, 
must be small; R,(7) assumes its largest values at + = 0 and we con- 
clude a fortiori that U,” must be small. Hence, we approximate by re- 
placing exp (—2°U,’) by zero and first-power terms in its power 
series expansion and obtain an approximate value of the integral in 
(127): 








sin 20 folr + nT) 
Qn for + nT) 


= 2U 2 E Q0 folr + nT’) = T'o sin Qa fo(r + af) 
. (r + nT)? ar + nT) ; 


By a further manipulation also given in the Appendix, we find that this 
approximation yields for the spectral density 


wolf) = (1 — 4m’ fruc)w(f) 


Ror) = Yo Rin) (t= 4a 202) 


n=— 


(130) 





(131) 
+ An’ f’[weeulf) + Weu(2fo + f) + weeul2fo — A; | S| < fo, 
where 
uo = V R,(0) is the rms time jitter and (132) 
wou S) = [wild + flunlr) ar es 


= convolution of signal and jitter spectrum. 


We note that the first term consists of the original power spectrum of 
the signal depressed by the “crowding” effect factor (2rfuo)”. The crowd- 
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ing effect does not introduce new frequencies not present in the original 
signal and therefore does not contribute to interchannel interference. The 
interference is given entirely by the second term, which consists of dif- 
ferentiated convolution spectra of signal and jitter. The differentiation 
is expressed by the multiplying factor (2zf)’, which gives a triangular 
voltage spectrum like that of thermal noise in frequency modulation. 
The term w,+,(f) represents the direct convolution of signal and jitter 
spectra, while w,+.(2fo + f) represents sidebands of the convolution spec- 
trum on the sampling frequency. 

In testing of multichannel systems by noise-band loading, as pre- 
viously mentioned, the signal spectrum applied is flat except for the nar- 
row band assigned to the channel under test. The power spectrum is 
made equal to zero throughout the test-channel frequencies (see Figs. 11 
and 12). The expression for w,(f) is then: 


K; |f|<f; and fitfe <lfl <fo 
w(f) = (134) 
0; fr< If | < ft Jes 
where f; is the test channel carrier frequency and f, is the bandwidth of 


one channel. (We have assumed a single sideband system with upper 
sideband transmitted.) Then (133) gives 


—fi-fe ft to 
cs ee lf. fp i if pats + r) dd. (135) 


It is sufficient to evaluate the interference spectrum in the test channel 
range f, to f: + f. and —f: —f. to —f;. Since power spectra are even 





-fo-f -fo -f 0 f,-f 
en h— 
Wy (2 fo-F +A) x | | 
\ | I | 
t | ! 
-(3f9-F) -(2fo-F) -f ~(fo-f) O ee 


Fig. 11 — Spectral relations for noise band as test signal with f, > fo/2. 
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Fig. 12 — Spectral relations for noise band as test signal with f,; < fo/2. 


functions, we actually need to calculate for only one of these intervals. 
There are two contributions from (131) to the positive interval — one 
for Wseu(f) and the other from wWs+u(2fo — f). The term ween(2fo + f) 
vanishes for f > 0 since ws+.(v) is zero for vy > 2fo. 

The contribution from ws+u(2fo — f) to the positive interval f; to fitfe 
is defined by the interval 2f. — f = fi + f. to 2fo-— f = frorf = 2fo — 
fi — fe to f = 2fo — fi. We must therefore evaluate wys.(f) in the 
ranges f; tof: + f. and 2fo — fi: — fe to 2fy — fr. 

Figs. 11 and 12 show the limits of integration which apply for the 
cases of f; greater than and less than fo/2, respectively. From these dia- - 
grams, we deduce that the distortion spectrum in the range f; < f < 
fe = te ’ is given by 


Weal f) = 4r°f?K iL “peer +r) + wil2fo —f +r dd 


i i wif +d) dd (136) 
af i Oa Pay a| for f > i 
and 
—ft-fe t fo-f 
ted f) = 4a °K {| ae ee ice rene. 
—fo —ft fitfo 


f—-fo (137) 
: [ Oh FAD an} fone - 
—fo 
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A special case of interest is that of a flat jitter band over a low-fre- 
quency portion of the signal band. Rowe’s previously cited work’ on 
regenerative repeater chains indicates that the jitter spectrum peaks at 
the low-frequency edge of the signal band as the number of repeaters 
becomes large. Suppose the jitter spectrum is uniform from —F to F, 
f < fo and consider the case of f; > fo/2 and F < fo — f,. This corre- 
sponds to a test channel in the upper half of the signal band but below 
the top by at least the width of the jitter band. The distortion spectrum 
is given by 


2 2K 2 —fi-te —S+F 
Wea f) = anf Au i + L an 


An’ f* Ku 
= EM (fe ft f+ P-StP +H) (138) 
_4r é — (OF — f,) 
= 4 ea if fe K 2F.* 
The mean square total interference voltage in the idle channel is 
tits 2p2yr, 2 
2 2 | weal f) df = Sa f2Kw'f,. (139) 
tt 
If the mean square signal is so, we have 
Sy = 2Kfo, (140) 
and 
2 
= 4a’ fruc f./fo- (141) 
0 


The dependence on the square of test-channel frequency shows that we 
have a triangular voltage spectrum like that obtained in FM. 

A quantity of interest defining signal quality in the typical channel of 
the frequency-division multiplex system is the ratio M of mean square 
value of the sine wave test tone which fully loads the channel to the mean 
square interference voltage when the channel is idle and the other chan- 
nels are being operated in a normal manner. The mean square full load 
test tone voltage on one channel of an FDM telephone system is related 


* The implications of this approximation should not be overlooked. If the band- 
width of the jitter spectrum is small compared to a channel width, interchannel 
interference would result only from high-order modulation neglected i in the 
above approximation. 
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to the mean square full load test tone for the entire system by the Hol- 
brook-Dixon’ curves, which we shall express in the form 


M,=nPV/P,, (142) 
where 


P, = full load test tone mean square value necessary to transmit one 
voice channel, 

P,, = full load test tone mean square value necessary to transmit n 
superimposed voice channels, 


When the multiplex system is operating normally the active channels 
are loaded with voice signals and not by sine waves. The value of so’, 
the mean square total signal voltage with speech loading, may be ex- 
pressed as 


so = P,/H’, (143) 


where #7 is the ratio of the peak factor of a sine wave to that of a compos- 
ite multichannel speech wave. This is based on the assumption that the 
normal speech loading reaches system overload occasionally. The peak 
factor of a sine wave is 1/2, corresponding to 3 db, while the peak factor 
of superimposed speech channels approaches that of thermal noise as the 
number of channels is made large. The peak factor of thermal noise de- 
pends on the value of the probability of excess chosen. A value often 
used is 4, corresponding to 12 db, for which the probability of observing 
greater peaks is one in 10,000. This choice fixes H” at eight, corresponding 
to 9 db. 
We write, in accordance with the above, 


M = P,/u.’, (144) 
and assume WM specified. It follows that 


—  MaPrfo — H’Mafo (145) 
Arr 2f Pucnfese Ar? frudnf. ; 
Solving for uw’, we obtain the minimum requirement for mean square 
time jitter: 
u 2 = H’ f.M n 
° 4 FE fn 
Because of the triangular distortion voltage spectrum, the requirement 
is most severe at the highest channel carrier frequency. 
It is convenient to express this requirement in terms of rms phase 


(146) 
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jitter ® allowed at the digital pulse frequency, which is 2Nfo for an N-digit 
PCM system. Since @ = 27(2Nfo)uwo , 


»  4NH’ fo M,, 
— nfef.M * 


Consider, for example, an 8-digit binary PCM system transmitting a 
2000-channel single-sideband FDM telephone signal with 4-ke carrier 
spacing. The top channel is at 8 mc and imposes the most severe require- 
ment. We ask for a 60-db ratio of full load test tone power to idle channel 
interference. Assume the sampling frequency is 20 mc. We evaluate J/, 
by extrapolating from Table I of Ref. 8: H? = 8, N = 8, fo = 10’, 
M,, = 2000/80, n = 2000, f: = 8 X 10°, fe = 4 X 10°, M = 10°, and 
we calculate 6 = 0.3 radian. This result is close to estimates made by 
O. KE. DeLange and E. D. Sunde by different methods. 


(147) 
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APPENDIX 


By the definition of a time average, 


; 1 N N 
oe ey 





wrySin Fe + mPa + wm) sin ge + r+ mLo + wy) dl (148) 
0 0 


ee 


The integrand is an analytic function of ¢ in the finite plane and hence 
the path of integration may be deformed without changing the value of 
the integral. We replace the part of the path passing through the zeros 
of the denominator by downward indentations. Sum and difference 
formulas may then be applied to the sines to resolve the integral into the 
sum of separate components without introducing singularities in the inte- 


2 
(=) (i+ mT + ta\E+ rE abo + tin) 
0 
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grands. Designating the resulting path of integration by C, we then have: 


nvaia >. 5 Teles oh 


N=0 m=—o n=—0o 4N Tv 
dt 
co (t+ mo + Um) (t + 7 + nT o + Un) (149) 
{cos let (n — mT. + tn — Url 
To 
_ cos a [2t + rt+(mtn)T + un + wal. 
0 
To evaluate the integral, write: 
mT) + Um =a 
, (150) 
rtnTo tum = dD 


Note that a and b are real numbers. We must calculate: 


all ae ay ge 
c(t tat + ha c (é+a)é+ Dd) 


The first integral vanishes as we let N approach infinity, as may be seen 
by closing the contour in an infinite semicircle below the real é-axis. The 
absolute value of the integral around the semicircle of radius r cannot 
exceed the product of length of path ar and the maximum absolute value 
of the integrand, which is less than 1/r’. The integral around the semi- 
circle is therefore less in absolute value than z/r and approaches zero as 
r goes to infinity. The integral around the closed contour including C 
and the semicircle must vanish because there are no singularities inside. 
Hence the integral over C' also vanishes and the first integral is zero. 
The second integral may be written as the sum of two terms: 


pit (a+s)/To Bello ge ge eee go Bert To di 


2 oCF aera” 2 c(t + a(t + 6)” 





(151) 


In the first term we close the contour in an infinite semicircle above the 
real ¢-axis and obtain an integrand which vanishes exponentially as the 
radius is made large. In the limit the integral along Cis then equal to the 
integral around the closed contour, which in turn is equal to 27/7 times 
the sum of the residues at the poles é = —a and t = —b. In the second 
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term we close the contour below the real ¢-axis and show that the integral 
vanishes. Therefore the complete result is given by: 
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For purposes of calculation it is convenient to introduce the dummy 
variable z and write the equivalent form: 


noe i are 
(154) 
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Next we change the order of summation by letting m — n = m’ and 
dropping the prime after eliminating m to obtain 


T/To 
RG) = I de 
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(155) 





Sy ToRs(mTo) cos (mTo + Untn — Un — Tz 


n=—N m=—N—-n 2N Tv 


The summation can be rearranged into the equivalent form 


0 N 2N N-—m 


> ae oe 
m=—2N n=—-N-—m m=1 n=—N 
so that the summation may be performed with respect to n first. For 
each value of m there are 2N + 1 values of n. When N is large, summing 
over the values of the function 


ToR(m To) 
————————- CO 
T 


G(nTo) = s{mTo + ul(m + n)To] — u(nTo) — rhe (156) 
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for 2N + 1 values of n with m fixed and then dividing by 2N approaches 
the procedure for calculating the average of G(nT) over the u-ensemble. 

To evaluate the ensemble average of G(nT), we invoke a theorem ex- 
pressed by equation (1.14) of Ref. 6, which states that, if u(t) isa gauss- 
ian ensemble, 


av {cos [au(t) + bu(t + 7) + B]} 





2 2 
26m E 5 R4(0) - abe) | sea, PU 
We shall assume from this point on that w(é) is a gaussian ensemble. 
Then the above result fits our case if we set £ = n7), a = —z,b = 2, 


B = (mT — 7)z, 7 = mT,. We then find 
av G(nT) = Pok(mTo) oP uO—Rul™T 0 oog (mT) — r)z, (158) 
vis 


and 


Re(r) = 2° > Ramo) 
oe (159) 


nIT 9 2 
[ eu) —RulmT1 Gos [(¢ — mT'o)z] dz. 
0 


The integral is now evaluated by writing the cosine in exponential 
form, completing the square in the exponent, and substituting variables 
to obtain the error function. The result is given as (129) of Section VI. 
We have replaced m by —n and made use of the fact that the autocorre- 
lation function is even. 

We next calculate the power spectrum w,(f) by taking the Fourier 
transform of the approximate autocorrelation (130). The complete in- 
tegrand has no singularities in + and, by indenting the path of integra- 
tion below each point r = —nT >, we can separate the integral into com- 
ponent parts without singularities on the path. Denoting the depressed 
path by C, we evaluate 
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(120), we note that w,(¢) vanishes outside the range —fo to fo, 


Ran) = | walode™™**" de, 


(164) 
and from the analogous relation for F.,(¢), 
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Application of the convolution theorem shows that 

RalnT)RaAnT) = [ waylode®™"** dy (166) 
where 


Wseulv) = if : ws(A)wWul(dA + v) dr 
- (167) 
= [ OO OY OX. 


We substitute the above expressions for R,(n7'o) and R,(nT'o) Ri(nT) 
in (163) and then apply Poisson’s summation formula, 


is) 


22) [ o(z)e* dz = Qn > g(2nr), (168) 
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to obtain, for |f| < fo, 


Wf) =D — 4e°f?R,0)] DS w, (7 - f) 


n>=—o 


+42°j? XS wm (%— 3), 


(169) 


n=—oco 


Since both w,(f) and w.(f) have been assumed to vanish for | f | > fo = 
1/2T> , the only term of the first sum which falls in the signal band —fp to 
fois that for m = 0, while in the second sum the signal-band contributors 
are n = 0, —1 and 1. The latter conclusion follows from the fact that the 
convolution of two functions limited to the same low-pass band is limited 
to a low-pass band twice as great. Also, noting that power spectra are 
even functions, we obtain (131). 
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Timing in a Long Chain of Regenerative 
Binary Repeaters 


By H. E. ROWE 
(Manuscript received May 28, 1958) 


The present paper studies some of the statistical properties of the random 
tuming deviations, or position modulation of the signal pulses, in a long chain 
of regenerative binary repeaters. Random timing deviations of the output 
signal pulses result from input noise, tuning error, random timing devia- 
tions of the input signal pulses (introduced by preceding repeaters) and 
other sources at each repeater. 

The power spectra and the total powers (mean square values) of the timing 
noise, spacing noise (random deviations in spacing of two consecutive pulses 
from an integral number of pulse periods) and alignment noise (random 
deviations in alignment between an input signal pulse and its corresponding 
timing pulse) caused by the input noise at each repeater are determined for 
a long chain of regenerative repeaters using either tuned circuit or locked 
oscillator timing filters. The effects of tuning error are studied for a chain of 
repeaters employing locked oscillator timing circuits; however, the present 
analysis does not treat the effects of tuning error in a chain of repeaters using 
tuned-circuit timing filters. 


I. INTRODUCTION 


Regenerative binary repeaters have recently been proposed for both 
baseband and carrier pulse code modulation systems,” ” *'* in which 
the signal is represented by a binary pulse train. This type of repeater 
attempts to remove noise and other types of distortion from the incom- 
ing pulse train and to transmit a new signal which resembles the original 
as closely as possible. Noise and other system imperfections have two 
unwanted effects: (1) a certain number of errors occur at each repeater, 
1.e., a received pulse is transmitted as a space, or vice versa; (2) the signal 
pulses are no longer centered in equally spaced time slots but have a 
random position modulation, called timing noise. The present paper is 
concerned with some of the statistical properties of the random timing 
deviations in a system containing a long chain of regenerative repeaters. 
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A portion of a typical pulse train under ideal conditions is shown in 
lig. 1, where, for purposes of illustration, the individual signal pulses 
have been made short enough so that they do not overlap; the curve 
represents either the amplitude of a baseband pulse train or the envelope 
of a carrier pulse train. The pulses are either “on” or “‘off’’, denoted by 
“1” and “0” respectively; all signal pulses present have a standard am- 
plitude and identical shape, and are centered in equally spaced time 
slots. 

An ideal regenerative repeater would sample the pulse train of Fig. 1 
at the instants nT (n = --- , —1, 0,1, ---). If the amplitude or envelope 
at each sample point is greater than the slicing level a new standard 
signal pulse is transmitted; if the amplitude or envelope is less than the 
slicing level no pulse is transmitted. If an additive gaussian noise is now 
present at the input to the regenerator there will be a certain number of 
errors, so that the output pulse train will no longer be identical to the 
input pulse train. To minimize the number of errors the slicing level 
should be set at one-half the peak pulse amplitude in a baseband system, 
a little greater than one-half the peak pulse envelope in a carrier system.” 
The error rate is then determined by the signal-to-noise ratio at the in- 
put to the regenerator.’ In this way the effects of noise are completely 
eliminated, except in the relatively rare cases where the noise is large 
enough to cause an error. 

These sampling and level-selecting operations may be performed by 
an idealized regenerator having the characteristics shown in Fig. 2, which 
approximate those of practical regenerators. In addition to the signal 
input and output, which may be either baseband or carrier pulses, the 
regenerator has an additional input for the timing or sampling pulses, 
which are baseband pulses. The input and output plotted in Fig. 2 repre- 


PULSE AMPLITUDE 
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ENVELOPE (CARRIER) 
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LEVEL 
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Fig. 1 — Binary pulse train. 
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Fig. 2 — Ideal regenerator characteristic. 


sent amplitude or envelope for the baseband and carrier cases respec- 
tively. If the timing signal is absent, the regenerator output is zero for 
all input signal levels; if a timing pulse is present, the regenerator operates 
as an ideal slicer, with zero output for inputs less than the slicing level 
and a constant output for inputs greater than the slicing level. If the 
timing pulses are much shorter than the signal pulses, the regenerator 
output will consist of identical short baseband or carrier pulses, which 
may be transmitted through an appropriate filter to yield standard out- 
put signal pulses. Thus, the system will produce a standard output pulse 
each time a timing pulse occurs when the input signal has an amplitude 
or envelope greater than the slicing level. The position of this output 
pulse is determined only by the position of the timing pulse and not by 
the position of the input signal pulse; this type of response has been called 
“complete retiming”.” ° 

In an ideal regenerative repeater with an input signal as shown in 
Fig. 1, the regenerator of Fig. 2 must be supplied with timing impulses 
occurring at the pulse repetition frequency and centered exactly at the 
sample points n7’. However, in the self-timed repeaters studied here the 
timing pulses must be derived by the repeater itself from the signal, 
which will no longer be the ideal signal of Fig. 1 but will have added 
noise and random position modulation introduced by the preceding re- 
peaters. 

In systems employing complete retiming (such as the one discussed 
above), in which the timing pulse alone determines the position of the 
corresponding output signal pulse, the timing pulses may be derived 
only from the input signal. However, in systems employing partial re- 
timing, in which the position of each output signal pulse depends on the 
position of both the corresponding timing and input signal pulses, the 
timing pulses may be derived from either the input or the output signal 
pulses.” ° Repeaters with essentially complete retiming appear to be of 
greatest interest for microwave systems and so, for the present, we con- 
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Fig. 3 — Regenerative binary repeater with timing from the input. 


sider only the case of complete retiming. The analysis is easily extended 
to include partial retiming, with the timing pulses derived from either 
the input or the output. 

The mathematical model chosen to represent a regenerative repeater 
is shown in "ig. 3. The regenerator characteristics are assumed to be 
those given in Tig. 2. The input and output signals are either baseband 
or carrier pulses; the timing signal is a train of baseband impulses, de- 
rived from the input pulse train. The filter converts the short pulses at 
the output of the regenerator into standard signal pulses for transmis- 
sion to the next repeater. 

The timing system in Fig. 3 contains a narrow band-pass filter tuned 
as close as possible to the pulse repetition frequency. This timing circuit 
is excited by baseband pulses derived from the input signal pulses. Its 
output, called the timing wave, is approximately a sine wave at the pulse 
repetition frequency, and may be considered to be a sine wave at this 
frequency with both random amplitude and phase modulation. The 
amplitude modulation results from the statistical nature of the signal 
pulse pattern and from the random noise introduced at the input to the 
repeater; the phase modulation is produced by the random noise at the 
input, the random variations in pulse position introduced by preceding 
repeaters in the chain, and the tuning error of the timing circuit. The tim- 
ing circuit is followed by an ideal limiter which removes the amplitude 
modulation; the resulting waveform is then used to generate the timing 
pulses applied to the regenerator, for example, by producing a timing 
pulse at the instant of each negative- (or positive-) going zero crossing 
of this waveform, so that the phase of the timing wave determines the 
position of the timing pulses. 

The baseband driving pulses for the timing circuit may be obtained 
in various ways. The simplest method is to drive the timing circuit with 
the signal pulses themselves in a baseband system or with their rectified 
envelope (obtained by a linear envelope detector) in a carrier system. 
However, it may be advantageous to first pass the baseband signal pulses 
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through a nonlinear device such as a peak amplifier or a square-law 
rectifier to suppress the low-level noise in the absence of signal pulses; 
similarly, a square-law rectifier might be used for the same purpose in a 
carrier system. Alternately, a standard baseband driving pulse for the 
timing circuit might be generated whenever the amplitude or envelope 
of the baseband or carrier signals passes through a critical level (approxi- 
mately half the peak) in the ascending direction.’ The noise at the input 
of each repeater will affect the timing performance of these different 
systems in different ways. 

In order to simplify the analysis of the timing behavior of a long chain 
of repeaters and to permit the application of the results to systems em- 
ploying different types of repeaters, such as those discussed above, the 
following general assumptions will be made: 

1. The reception of each signal pulse is assumed to initiate an inde- 
pendent transient in the timing circuit. This requirement is obviously 
satisfied in any baseband or carrier system in which signal pulses in ad- 
jacent time slots do not overlap. It will remain satisfied if adjacent signal 
pulses do overlap only under special conditions, e.g., (a) in a baseband 
system, if the received signal pulses drive the timing circuit directly, (b) 
in a carrier system with a linear envelope detector and coherent carrier 
phase between adjacent signal pulses. 

2. The timing filter is assumed to be a simple resonant circuit, charac- 
terized by its Q. Its natural resonant frequency would ideally be made 
equal to the pulse repetition frequency, but in practice there will be a 
small tuning error. A related problem in which an idealized locked os- 
cillator is used to generate the timing wave will also be considered. 

3. The input noise at each repeater causes random timing deviations 
of the output signal pulses, in addition to those present from other 
sources. This real input noise may be replaced by adding an equivalent 
fictitious position modulation or timing noise to the input signal pulses, 
such that the random timing deviations at the output of the repeater 
remain the same. This permits the effects of the input noise to be treated 
in the same manner as the effects of the random position modulation 
introduced by the preceding repeaters. For simplicity, we assume that 
the equivalent timing deviations added to the different input signal 
pulses are statistically independent, the mean square value of the added 
timing noise being given. This assumption is plausible, since the real 
input noise will have a bandwidth comparable to that of the signal. A 
detailed analysis of a particular repeater is required, of course, to estab- 
lish this equivalence rigorously; the rms value of the equivalent timing 
noise may depend on the average number of pulses present as well as on 


1548 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


the noise level at the repeater input. While no attempt will be made to 
give detailed consideration to any of the various types of repeaters dis- 
cussed above, the dependence of the equivalent added timing noise on the 
pulse pattern will be discussed briefly for several cases of interest. . 

4, In order to permit the treatment of the timing behavior of a chain 
of repeaters in a simple way, approximations are made which linearize 
the analysis. It is then strictly valid only when the equivalent timing 
noise added at the input of each repeater is vanishingly small. Although 
the effects of these approximations are not known in detail, it seems 
plausible that the analysis remains valid in the practical case where the 
input noise at each repeater is small. 

5. The input signal-to-noise ratio must be moderately high in a satis- 
factory system so that very few errors are made in recognizing pulses 
and spaces; these errors are neglected in the present timing analysis. 

Consider first the case where the timing filters are simple tuned cir- 
cuits. Even with the above approximations a rigorous solution for the 
timing behavior of a chain of repeaters has been obtained only under 
special conditions. In particular, the effects of the input noise may be 
determined if the tuning error of every repeater is zero, for only the fol- 
lowing signal pulse patterns: (1) all pulses present; (2) every 7th pulse 
present; (3) any general periodic pulse pattern. In the first two cases the 
analysis is straightforward, but in the third case the complexity increases 
with the complexity of the pulse pattern and becomes somewhat pro- 
hibitive for all but the simpler periodic pulse patterns. The most interest- 
ing case — a random pulse pattern — has been treated in a simple way 
only by making a further approximation, in which the variation of the 
timing wave amplitude is neglected at an appropriate point in the 
analysis.’ In general, no accurate estimate is avialable for the error in- 
troduced by this approximation. It gives accurate results in two cases 
which can be solved by other methods. These are: (1) a chain of repeaters 
with a periodic pulse pattern containing two pulses located in arbitrary 
positions, as discussed above; (2) a single repeater with a random pulse 
pattern, which has been treated by W. R. Bennett in a different way.’ 

Other problems concerning a chain of repeaters employing tuned cir- 
cuits as timing filters, which may well be of greater practical importance 
than the effects of input noise, have not been treated.in the present anal- 
ysis. The first of these is the effect of random tuning errors at the differ- 
ent repeaters. This problem has been treated for a single repeater by W. 
R. Bennett.’ The second problem is the effect of the finite width of the 
pulses used to drive the timing circuit, which will be shown to add an 
identical timing noise at the output of each repeater and to be quite 


TIMING IN LONG CHAIN OF REGENERATIVE REPEATERS 1549 


similar to the effects of amplitude-to-phase conversion in the limiter in 
the timing system.”* Since the added timing noise is identical at each 
repeater, this type of disturbance must be treated differently from in- 
dependent random disturbances added at the different repeaters, and is 
potentially more serious. 

As stated above, in order to obtain an approximate analysis for a 
chain of repeaters with zero tuning error and a random pulse pattern 
we modify the timing response of each repeater by neglecting the varia- 
tion in timing wave amplitude. Alternately, we may ask what kind of 
system is exactly described by the modified equations. It turns out that a 
somewhat idealized locked oscillator, synchronized by the signal pulses 
or their envelope, corresponds exactly to this analysis, within the other 
approximations described above. For a chain of repeaters using locked 
oscillators as timing circuits, both the effects of input noise and the ef- 
fects of tuning error can be treated for arbitrary or random pulse pat- 
terns without further approximations. Also, finite pulse width introduces 
no additional timing noise in this case. Thus, the analysis for locked 
oscillators is considerably more tractable than is that for tuned circuits. 

The statistical properties of three different quantities are of interest 
in studying the timing behavior of a repeater chain. These are: 

1. Timing noise, or random deviations of the signal pulses from equally 
spaced time slots, will cause a random delay modulation of the original 
signal, unless special precautions are taken in the final decoding of the 
PCM signal. This random delay modulation will, for example, produce 
crosstalk in a frequency-division multiplex signal,’’ ‘and will degrade 
other types of signals in different ways.” 

2. Spacing noise, or the random deviations in the spacing of two con- 
secutive signal pulses (which do not necessarily occupy adjacent time 
slots) from an integral number of pulse periods could cause pulses oc- 
cupying adjacent time slots to interfere with each other. This would 
degrade the performance of the regenerator and cause an increased num- 
ber of errors, i.e., a received pulse transmitted as a space, or vice versa. 
If too large, it could also cause some received pulses to be assigned to 
incorrect time slots, with resulting errors in the decoding of the PCM 
signal. 

3. Alignment noise, or the random deviations in alignment between 
an input signal pulse and the corresponding timing pulse, can also de- 
grade the performance of the regenerator and increase the number of 
errors, since for optimum margin against noise the timing or sampling 
pulse should fall exactly at the center of the corresponding signal pulse. 
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These three quantities are defined in Fig. 4, which will be discussed in 
greater detail below. 

The present analysis determines the power spectra and the total 
powers (mean square values) for these three types of deviations for a 
long chain of repeaters, under the conditions discussed above. The way 
in which these disturbances vary along a repeater chain is obviously of 
great importance. It is found that, while the low-frequency timing noise 
does grow along the chain, the spacing and alignment noise spectra ap- 
proach limiting values rather quickly, as might be expected on physical 
grounds. Since the timing, spacing and alignment deviations are discrete 
functions, 1.e., defined only for integral values of their agrument, their 
power spectra are defined somewhat differently than in the usual case of 
continuous functions; a brief description of the Fourier analysis of such 
discrete functions is included. 

Related studies of the timing deviations in a repeater chain have been 
given by DeLange’ and Sunde,’ using different methods than those 
employed here. The present analysis follows closely the approach first 
used by J. R. Pierce in determining the timing deviations in a single 
repeater,° extending the analysis to a chain of repeaters and to include 
the spacing and alignment deviations. 


Il, THE TIMING RESPONSE OF A SINGLE REPEATER 


In this section we relate the timing deviations of the output pulses to 
the timing deviations of the input pulses and to the pulse pattern for a 
single repeater. As discussed above, we consider both tuned-circuit and 
locked-oscillator timing circuits. In order to study the response of a re- 
peater to the timing deviations of the input pulses it is necessary to 
consider only the simplest case of impulse excitation of the timing cir- 
cuit. Finite pulse width may introduce additional output timing devia- 
tions for tuned circuit timing filters but not for idealized locked oscil- 
lators; excitation of a tuned circuit by raised cosine pulses is therefore 
also considered. 


2.1 Tuned Circuit Excited by Impulses® 


Assume the timing circuit to be a parallel resonant inductance L, 
capacitance C’ and resistance R. The impulse response of this circuit is 
given by the real part of the complex impulse response H(¢): 


= 1 a —(4/Q) fot +727 fot, 
H(t) ai + é) € € ; t> 0, (1) 
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where 


1 1 
w= 2nfe = 4/ Fa BRO 


= wo 1 
Ds. og SRG 
In (1) and in all subsequent complex expressions the real part is implied. 
The natural resonant frequency fo (as distinguished from the steady- 
state resonant frequency f, = 1/27+/ LC) will be made as close as possible 
to the pulse repetition frequency F’. Therefore we set 


(2) 


h=r+y=r(+4), (3) 
where 


F = pulse repetition frequency, 


6f = tuning error of the timing circuit, 


F= : , T being the pulse period (Fig. 1), 
of 
R <1. 


Substituting into (1), the response to a unit impulse at the time é is 
equal to the real part of 


1 J \ cela) P48 s/F) (tt), 2e PU-+8f/ F) (tt) 
Ht) =E( + 5)e "e ms 
aan 6. 2Q (4) 


t—t> 0. 


The pulse train driving the tuned circuit is given by 


Oa ase, (5) 


where 6(f — ¢,) is a unit impulse occurring at ¢, , the time of arrival of 
the signal pulse corresponding to the nth time slot. If the nth time slot 
contains a pulse a, = 1; if this time slot is vacant a, = 0. In the absence 
of timing noise the signal pulses would be centered in their corresponding 
time slots, so that for the pulse corresponding to the nth time slot 


bee at. (6) 


If the deviation in the position of this pulse is 6¢, , then the time of ar- 
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rival becomes 
tn = nT + btn . (7) 


It is convenient to normalize the timing deviation with respect to the 
pulse period 7’. Thus, let 


é(n) = Se, (8) 


where e’(n) is the normalized timing deviation of the signal pulse in the 
nth time slot at the input to the repeater, referred to simply as the tim- 
ing deviation when no confusion will arise. Then the time of arrival of 
this pulse in (7) becomes 


th = nT + é(n)T, 
(9) 
Ft, = n+ e(n). 


From (4), (5) and (9) the response of the timing circuit to all of the 
signal pulses up to and including the pulse in the mth time slot is equal 
to the real part of 


1 = —(r/Q) +8 f/F) (Fi—n—e*t(n)] 
cw=5(+2 5) Xa 
C 90) 3 (10) 


. Pato s/F) [Fi—n—e*(n)] 


This expression gives the output of the timing circuit for values of ¢ 
lying between the arrival times of the pulse in the mth time slot and the 
next pulse that is present in the signal. l’ormally, 


ln <= b< kK, 
m+ eé(m) < Fti<k+ (kh), 


Ls n=m,k 
On = 
0; m<n<hk. 


(11) 


The response of the timing circuit given in (10) may be written in the 
form of a carrier at the pulse repetition frequency F with both amplitude 
and phase modulation: 


G(t) = 5(1 ns Jb) Ae BER Alt) = ale. (12) 


In this equation, A(é) is a complex function of time whose magnitude 
| A(é) | = a(é) equals the normalized amplitude of the timing wave and 
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whose angle ZA(¢) = g(t) equals the phase deviation of the timing wave. 
For convenience, we have chosen to remove the constant factor 


(1/C) (A + 7/2Q) in defining A(é). From (10), 


co 
A(t) = > Gs DOE te ECON PET eA A rey (13) 


n=—00 


keeping in mind the restrictions of (11). 

[iquation (13) shows the way in which the amplitude and phase of the 
timing wave vary with time when timing noise is present. The amplitude 
decreases exponentially between signal pulses, increasing abruptly at 
the instant a pulse is received. In the absence of tuning error the phase 
is constant between signal pulses, changing abruptly when a pulse is 
received. If the tuning error is not zero, the phase has, in addition, a 
small constant linear variation between signal pulses. If the tuning error 
éf and the input timing deviations e’(n) are both equal to zero, we have 
from (13) 


ZA(t) = ot) = 0. (14) 


It is convenient to assume that under these conditions the delays in the 
repeater of Fig. 3 have been adjusted so that the timing pulses supplied 
to the regenerator are properly aligned with the input signal pulses, ie., 
occur at the instants n7’ in Fig. 1. The quantity ¢(é) then gives a true 
measure of the timing deviations of the timing pulses. 

We now assume that the phase of the timing wave at the instant im- 
mediately following the reception of a signal pulse determines the timing 
deviation of the corresponding timing pulse. This, of course, may not be 
strictly true. For example, the timing pulse might be generated at the 
next negative-going zero crossing of the timing wave, as discussed in the 
introduction. This will occur approximately 7'/4 seconds after the arrival 
of the signal pulse because, as shown in the subsequent analysis, in any 
satisfactory system the alignment error (defined in the introduction) 
remains small, and consequently the maxima of the timing wave occur 
close to the driving pulses for the timing circuit. However, for zero tuning 
error the timing wave phase g(t) is constant between signal pulses and 
consequently may be evaluated equally well at any time during the pulse 
period 7 following the arrival of a signal pulse. Even if the tuning error 
is not zero g(t) changes very slowly during the interval 7’, so that a small 
error in the time at which it is evaluated becomes unimportant; evaluat- 
ing the phase just after the arrival of a signal pulse rather than 7'/4 
seconds later will cause a very small error in the de value of the output 
timing deviation, but will have no other effect on the analysis. 
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Consequently, evaluating (13) at the time 
Ft = Ftn = m + ¢(m) (15) 
we obtain 


; . m . ‘ 
— 72 = 1 = = 
(t ) 6 jor et(m) > ) An€ (7/Q)(1+6f/ F) [(m—n) tet (m)—e*(n)] 


nae (16) 
Fem het (m)—e8(n) + S/F) [(m—n) +e (m)—e8 (n)] }- 


Denoting the normalized output timing deviation of the repeater by 
é'(m), defined as in (8), we have for the case of complete retiming, where 
the timing deviation of each output signal pulse is identical to the timing 
deviation of the corresponding timing pulse, 


— (tm) | 

Qr ’ 
where A(ém) is given by (16). The minus sign in (17) occurs because the 
timing pulse will occur too soon for ¢g(¢) positive, corresponding to a 
negative timing deviation according to (7) and (8). 

Equations (16) and (17) determine the general relation between the 
input and output timing deviations for a single repeater. The output 
timing deviation is seen to be a rather complicated function of the past 
input timing deviations. In order to make possible a reasonably simple 
analysis that can readily be extended to a chain of repeaters, certain 
restrictions will be imposed that linearize the relations between input 
and output timing deviations. 

Equation (16) gives A(é,,) as the sum of an infinite number of vectors, 
each associated with one of the past input signal pulses. The amplitudes 
of these vectors become exponentially smaller the farther back in time 
the corresponding signal pulse occurred. If the angles between those 
vectors which give the essential contribution to the sum are small enough 
so that the sine of an angle is approximately equal to the angle, then the 
vector summation is quite easily accomplished. Taking the vector corre- 
sponding to the present input pulse (n = m) as a reference, the in-phase 
component is approximately the sum of the magnitudes of all of the vec- 
tors, the quadrature component is the sum of the magnitudes times the 
relative angles. In order for these approximations to be valid we must 
have 


e(m) = 





$2 om — n)| «1 





for all significant n. (18) 
| é(m) _ e'(n) <1 
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The significant terms in the summation are for values of n bounded by 
m<n<m, 


where 
(m — no) > = (19) 


The first condition of (18) thus becomes 





of T 
F | <K 0. (20) 


There are two different ways in which the second condition of (18) may 
be satisfied. Either the input timing deviation must be small compared 
to one or it must change so slowly that the difference in the deviations 
of pulses separated by Q/z pulse periods will be small compared to one. 
Thus, 


|e'(n) |<K1 


or 
| Ae‘(n) | = | e(n + 1) — (n) | «4, (21) 


where Ae‘(n) represents the first forward difference of ¢’(n). 

Subject to (20) and one of the conditions of (21) we have, from (16) 
and (17), the normalized timing wave amplitude A,, and the normalized 
output timing deviation ¢’(m) (with complete retiming) : 


Ag = (AGS DS age BOR, (22) 
ane ein) — Lom — ny | 
(mm) =< = F (23) 
Am ; 
Alternately, with the summations rewritten, (22) and (23) become 
An = 25 On ne IM, (24) 
k=0 
. —iak| ir 1) _ Ff | 
on) _& Anke E (n k) ia k (25) 
An 


For zero tuning error, (22) and (23) or (24) and (25) give the output tim- 
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ing deviation as a linear function of past input timing deviations for a re- 
peater with complete retiming, subject to the restriction of (20) and (21). 
It is usually implied that a», = 1 in (23) or a, = 1 in (25), since the out- 
put timing deviation has meaning only for values of its argument corre- 
sponding to time slots that contain signal pulses. The timing wave phase 
corresponding to vacant time slots will not normally be of interest (ex- 
cept insofar as there may be a preferred time to examine a vacant time 
slot to determine that no signal pulse is present). 

These equations show that, for 6f = 0, each repeater may be considered 
a linear transducer to the timing deviations. In general, the equivalent 
transducer will be time-varying, since the timing wave amplitude A, 
will vary from pulse to pulse; the pulse pattern enters explicitly into the 
analysis, both in determining A, and through the a’s in the numerator of 
(23) or (25). However, if all pulses are present or if the pulse pattern is 
periodic with every J/th pulse present (all pulses present correspond to 
the special case IJ = 1), A, is constant at every signal pulse. This is the 
only case in which the repeater acts as a strictly invariant linear trans- 
ducer, permitting a simple analysis of a chain of repeaters. 

In dealing with general pulse patterns it is convenient to define a new 
“primed” independent variable that numbers the signal pulses consecu- 
tively, rather than the time slots. Fig. 4(a) shows a portion of a typical 
pulse train; consecutive time slots are denoted by the variable n, consecu- 
tive pulses by n’. A quantity regarded as a function of n’ or any other 
primed independent variable will be distinguished by the symbol ~; 
functions of n or any other unprimed independent variable will be written 
as before. For any given pulse pattern n is a function of n’, which of 
course differs for each different pulse pattern, and vice versa. As shown in 
Fig. 4, the number of vacant time slots between the (n’ — 1)th and the 
n'th (consecutive) pulses is defined as b,. Referring to Fig. 4, the fol- 
lowing examples illustrate this notation: 


e(n) = timing deviation of pulse corresponding to the nth time slot, 
é(n’) = timing deviation of the n’th pulse, 
A, = timing wave amplitude corresponding to the nth time slot, 
A, = timing wave amplitude corresponding to the n’th pulse, 
a(n’ —1) = en — by), a(n’) = e(n), 
Avan = Agay ; An = An a 
Thus, for the particular pulse pattern of Fig. 4(a) we have, for example: 
2(0) = e€(0); _ &(2) = (6); As = Ag. 


(26) 
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bp’ NUMBER OF VACANT TIME SLOTS BETWEEN THE (n’—1)'4 AND 
THE n’TH (CONSECUTIVE) PULSES 
NUMBER 
OF PULSE 
n’ 
n 
NUMBER OF 
TIME SLOT 
(a) 
NUMBER OF TIME SLOT 
n N+baly ~—----- (PULSE POSITION IN THE 
ABSENCE OF NOISE) 


-------- NUMBER OF PULSE 
{Tie OF VACANT 


TIME SLOTS BETWEEN 
CONSECUTIVE PULSES 


OUTPUT SIGNAL OR 
RETIMING PULSES 


€°) TIMING DEVIATION AT 
G0) OUTPUT OF REPEATER 


o- SPACING DEVIATION 
O(n’) =6%(n'+1)-€°(n’) 


GL- ALIGNMENT DEVIATION 
G& (n’) = €0(n') EL (n’) 





a MING DEVIATION AT 


ee INPUT OF REPEATER 


See ee INPUT SIGNAL PULSES 





(b) 


Fig. 4 — Definition of timing, spacing and alignment deviations for a repeater 
with complete retiming: (a) general pulse pattern, in absence of timing noise; 
(b) timing, spacing and alignment deviations. 


For all pulses present n’ = n and b, = 1, and the two notations coin- 
cide. 

The timing, spacing and alignment deviations defined in Section I are 
illustrated in Fig. 4(b). The timing deviation of the input and the tim- 
ing and output pulses have been defined above. The spacing deviation is 
given by 
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a(n’) = &(n’ +1) — @(n’) = APN’), (27) 


where A indicates the first forward difference, and the alignment devia- 
tion for a repeater with complete retiming is given by 


a(n’) = &(n’) — #(n’), (28) 


recalling that, with complete retiming, the timing deviations of the tim- 
ing and the output signal pulses are equal. 

The choice of n’ as the independent variable in the analysis rather than 
the original independent variable n is more natural in several ways. As 
mentioned above, we are usually interested in the timing wave phase 
only for time slots that contain pulses. The definition of spacing devia- 
tion in (27) is much easier to work with than it would be if it were in 
terms of the original variable n. As will appear below, this change of in- 
dependent variable facilitates the approximate treatment of a chain of 
repeaters with random or general periodic pulse patterns. While it would 
present some complications in dealing with quantities that must be ex- 
pressed in real time, no such difficulties arise in the present treatment of 
a repeater chain. 

Returning to the special case of a periodic pulse pattern with every 
Mth pulse present, the results of (21) to (25) may be written very con- 
veniently in terms of the new independent variable n’. We have 


13 n = Mn’ 
An = (29) 
0; otherwise 


and 
n= Mn’; k = Mk’, (30) 


The timing wave amplitude takes on the constant value A at every signal 
pulse; from (24), 


a cee 1 
A = Aun’ = A, = Ye a A =] emis: (31) 


k’=0 1 


The output timing deviation in (25) becomes 


2(n’) = (1 = erry) Br > Zn Ser of ay ae) 
K’=0 PF 


==0 
(82) 
io) E —7M/Q 


= FL — ele: 
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For the high-Q case we may set 
Q ? 


aes (1 = gels) ~ 


Q > 77M (33) 
in (31) and (32), so that (32) becomes 


e(n’) = aM Sea he eer = of Q. Q> 7M. (34) 
Q K=0 For 

The second term of (32) and (34) represents a constant timing deviation 

introduced by the tuning error; the first term shows that the repeater is 

a strictly invariant linear transducer to the input timing deviations for 

this special case. 

In a chain of repeaters the timing wave amplitude A, is identical at 
each repeater, since the pulse pattern is the same at each repeater. Thus, 
for random or general periodic pulse patterns we must treat the repeaters 
as identical linear time-varying transducers to the timing deviations. 
Now, if Q is large, the variation in A, will be small;’ we can make use of 
this fact to treat the repeaters as approximately invariant transducers. 
Equations (23) and (25) may be written in an alternate form, with n’ 
as the independent variable, that has a simple physical interpretation and 
proves useful in making the further approximation that permits the anal- 
ysis of a chain of repeaters with random or general periodic pulse 
patterns, for zero tuning error. 

We now examine the change in the output timing deviation that oc- 
curs during the interval between two consecutive signal pulses. Making 
use of (26), we have, from (24) and (25), the first backward difference of 
the output timing deviation as a function of n’: 


e(n’) — &(n’ — 1) = [2 — &(n’ — 1) +46, |— oD by .. 15) 
The timing wave amplitude is given by (24), as before. Referring to Fig. 
5, we may interpret this relation as follows: Immediately after the re- 
ception of the (n’ — 1)th pulse the timing wave amplitude is A,,-_; and 
the output timing deviation is @(n’ — 1), with corresponding timing 
wave phase —27é(n’ — 1). During the interval of b,, pulse periods from 
the arrival of the (n’ — 1)th pulse until just before the arrival of the 
n'th pulse the timing wave amplitude will decay exponentially to the 
value ¢ ‘“/®°'Z_,_, and the timing wave phase will advance linearly by 
an angle 27(é6f/F)b, , so that the resultant phase is 


—2rle(n’ Sen 1) =e (6f/F bn], 
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as illustrated by the top vector coming from the origin in Fig. 5. The 
nth pulse, with timing deviation é(n’), initiates a corresponding unit 
vector of phase —2zé'(n’), which adds to the vector representing the 
previous value of the timing wave to give a resultant timing wave vector 
of amplitude A, , phase —27é’(n’). Since the relevant angles are small, 
the result given in (35) may be readily obtained. 

Equations (35) and (25) are completely equivalent statements describ- 
ing the timing response of a single repeater using a resonant circuit to 
generate the timing wave. They are derivable from each other without 
any approximation and are both subject to the restrictions given in (20) 
and (21). They provide somewhat different representations of the re- 
peater as a linear time-varying transducer to the timing deviation. Tor 
the special case of a periodic pulse pattern with every Mth pulse present 
and A,, constant, given by (31), in which the repeater becomes a linear 
invariant transducer, (35) is equivalent to (32). We shall show in Sec- 
tion 2.2 that (35) is in the appropriate form for the approximate treat- 
ment of a chain of repeaters with zero tuning error for random and gen- 
eral periodic pulse patterns, by neglecting the variation of the timing 
wave amplitude. 






-2m[ etn) 
of 
eo (n’-1) + AB bn’] 
~ 


a 
wo 


Fig. 5 — Change in output timing deviation during the interval between two 
consecutive signal pulses. 
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2.2 Approximate Timing Response for Random and General Periodic 
Pulse Patterns — Tuned Circuit Timing Filter, Zero Tuning Error. 


W. i. Bennett has pointed out that, for a high enough Q, the variation 
of timing wave amplitude in a tuned circuit will be very small, and has 
used this fact in his treatment of a single repeater.’ Making use of this 
fact, we show how a repeater using a tuned circuit timing filter with zero 
tuning error may be treated as an approximately invariant linear trans- 
ducer to the timing deviations. 

We might first think that we could set A, equal to its average value in 
(25), but this does not yield a satisfactory approximation to the behavior 
of a repeater. As pointed out in the discussion following (17), the numera- 
tor of (25) is simply the quadrature component and the denominator is 
the in-phase component of the timing wave, referred to the transient 
started by the present input pulse. For zero tuning error, both numerator 
and denominator decay exponentially between signal pulses, so that the 
timing wave phase remains constant; this is apparent either on physical 
grounds or on examination of (24) and (25). If we arbitrarily set A,, 
constant in (25), we should obtain an exponentially decreasing phase 
deviation between signal pulses, rather than a constant deviation. Fur- 
ther, for zero tuning error a constant de input timing deviation produces 
an equal constant output timing deviation for any arbitrary pulse pat- 
tern. If, however, we set A, constant in (25) the output timing deviation 
fluctuates about its average value, so that it would now contain false 
ac components. Since it turns out that the timing deviation in a repeater 
chain consists principally of low-frequency components, an approximate 
treatment of a single repeater should yield accurate results for de and 
slowly varying input timing deviations. 

The correct approach to this problem has been indicated by J. L. 
Kelly, Jr. If the tuning error is zero, a useful approximation to the be- 
havior of a repeater is obtained by setting the timing wave amplitude 
equal to its average value in (35). Thus, setting éf = 0, we have 


Z(n’) — #(n' — 1) = < Pose Dk Beers. G6) 


where the brackets ( ) indicate an ensemble average for a random pulse 
pattern, and A, is given by (24). Referring to Fig. 5 and to the discus- 
sion following (35), in this approximation the phase deviation of the 
timing wave remains constant between signal pulses, as it should. A de 
input timing deviation produces an equal de output timing deviation, 
with no false ac components; the error in this approximation should be 
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small for the low-frequency components that form the major part of the 
timing deviation. 

Equation (386) describes a repeater with a tuned circuit timing filter 
with zero tuning error as a linear invariant transducer to the timing 
deviation, greatly simplifying the analysis of a chain of repeaters. For 
random and general periodic pulse patterns the variation in the timing 
wave amplitude will modify the timing behavior somewhat; for periodic 
pulse patterns with every /th pulse present (including all pulses present) 
(36) is exact. The average timing wave amplitude A and its standard 
deviation are determined in Section 2.4; A is proportional to the average 
number of pulses present and to the tuned-circuit Q. We shall show in 
Section 2.3 that (36) gives an exact description of a locked oscillator with 
zero tuning error for any arbitrary pulse pattern. 


2.3 Locked Oscillator Timing Circuit 


In the preceding section the approximate timing response of a repeater 
with zero tuning error was found by setting A,, equal to its average value 
in (85). It is natural to ask what kind of system is described exactly by 
(35) with A, equal to a constant A (éf is now not necessarily equal to 
zero). 

Such a system may be regarded as an idealized locked oscillator. The 
discussion of Tig. 5 immediately following (85) remains applicable except 
that the amplitude of the timing wave no longer decays between signal 
pulses but has a constant length (A — 1). The unit vector initiated by 
the n’th pulse adds to the vector representing the previous value of the 
timing wave, causing an abrupt change in its phase as before and in- 
creasing its length momentarily to A. However, we now assume that the 
timing wave amplitude returns to its constant value (A — 1) before the 
next signal pulse arrives. In a practical locked oscillator with a weak 
synchronizing signal, the transients started by the signal pulses will be 
so much smaller than the steady-state oscillator wave that the timing 
wave amplitude will be essentially constant, independent of the pulse 
pattern. 

Setting A, = A in (35), we have an exact expression for the timing 
behavior of a locked oscillator with tuning error (subject of course to the 
usual small angle restrictions) for any arbitrary pulse pattern: 


2(n’) — 2(n' — 1) = 3[e@ ~ (n! — 1) + af ,,| = ae (37) 


The parameter A is now determined by the ratio of the amplitudes of 
the oscillator wave and the synchronizing signal. Equation (37) shows that 
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a locked oscillator timing circuit with tuning error may be treated rigor- 
ously as a linear transducer to the timing deviation for any arbitrary 
pulse pattern; the equivalent linear transducer has two inputs, é'(n’) and 
Dn. 

Comparison with the results of the preceding section shows that for 
zero tuning error (37) also describes the approximate timing response 
of a tuned circuit timing filter, where A is now the average timing wave 
amplitude, as in (36). Unfortunately, (37) does not provide a valid ap- 
proximation to the behavior of a tuned circuit when tuning error is 
present. This is best shown by comparing a tuned circuit and the corre- 
sponding locked oscillator in a simple case. 

Consider a random pulse pattern where the probability that any time 
slot contains a pulse is very close to one, independently for each time 
slot. Only rarely will vacant time slots lie close together in this pulse 
pattern, and so it suffices to study the effect of a single missing pulse, 
as shown in Fig. 6(a). For n’ S 0 both the output timing deviation and 
the timing wave amplitude are constant for both the locked oscillator 
and the tuned circuit. Making A for the locked oscillator equal to the 





+1 






TUNED CIRCUIT 





LOCKED OSCILLATOR 


(b) 


Fig. 6 — Output timing deviation for locked oscillator and tuned-circuit timing 
filters with tuning error, for single missing pulse: (a) pulse pattern; (b) output 
timing deviations. 
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steady-state timing wave amplitude for the tuned circuit, we have for: 
both cases, from (24) and (35) to (87): 


o = : 1 
An =A= >> e TI@k = eas n’ <0, (38) 
k=0 he 
Pr ee a 
: F AJ PF i= ee’ ~ 


The transient or ac component of the output timing deviation, é:¢’(n’), 
is of principal interest, where 
é(n’) = Ese + Exc’ (n’). (40) 
Then, from (35), we have 
Exe (mp) 4 Exo (n’ a 1) . 
1 0 6 A n! 
Cin Le 1)+ ey n’ >I, 
An! An (41) 
A ; locked oscillator 
A- ge TIO 
, 





tuned circuit. 


The initial condition for the difference equation (41) is given by 
1 
Eae(1) = i] 9 may OO oa |. (42) 
1 


Tor the locked oscillator, the second term on the right-hand side of (41) 
vanishes and, subject to (42), we find 


énc°(n’) = —$f 19", looked oscillator. (43) 
For the tuned circuit, the second term of (41) no longer vanishes, but 
adds an inhomogeneous term to the solution. From (41), A — Ay = 
e %" ond, approximating the A, occurring in the denominators of 
(41) and (42) by A, we find 


Exe’(n') _ OF elon aH gy t (1 _ e 7!®)n’]; 


(44) 
tuned circuit. 


For the high-Q case, this may be further simplified: 


Exc (n’) = HOF eeriann E — * ns tuned circuit, Q > 1. (45) 
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These results may alternately be obtained by inspection from the vector 
diagram of Tig. 5. 

Equations (43) and (45) are plotted in lig. 6(b). For the tuned circuit, 
Exe (n’) initially approaches zero twice as fast as for the locked oscillator. 
Consequently, a tuned circuit and the corresponding locked oscillator 
are approximately equivalent only for zero tuning error; when tuning 
_ error is present their behavior is no longer similar. In the present paper 
we are able to treat the effect of tuning error in a chain of repeaters only 
for locked-oscillator timing circuits. 


2.4 Average Value and Fluctuation of the Timing Wave Amplitude 


We now determine the average value and standard deviation of the 
timing wave amplitude A,, , denoted by A = (4,,-) and o, respectively, 
for a tuned circuit. The average value is needed in (86), which gives the 
approximate timing response for a tuned circuit timing filter with zero 
tuning error. The standard deviation indicates the magnitude of the de- 
parture of A,, from its average value A, which is neglected in this ap- 
proximate analysis. 

Consider a random pulse pattern with the probability p that any time 
slot contains a pulse, independently for each time slot. Equation (24) 
gives A, ; for the an_x’s we have 


a, = 1, 


Pria,+ = 1] = p 
; b> 1. (46) 
Pr{a,, = 0] = 1 — p 


The different a’s are independent. Then, from (24), we have 


C.) —1/Q 
A= (Ay) = Do ana = 14+ 2 __., (47) 
k=0 Lee 
(4,7) = 3 > G44, Ne HO 
k=0 1=0 
e7/e@ pe “!@ 2 gone (48) 
=1+ 2p, + (Por i) + pl — p) p=, 


—21/Q 
a De ii: Sa ea © a _ ae. 
oa = (An?) — (An? = pl — Pp) aa (49) 
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For the high-Q case 


Pete, goa (4) = 128s, Q>1. (50) 
= ? A Pp Pp - ’ A ~~ p 2Q , : 
This agrees with the results of a similar calculation made by W. R. Ben- 
nett.’ 
The timing-wave amplitude will be close to its average value with high 
probability if 


CA 1p 
ro 1, ae (51) 
The smaller the probability that a time slot contains a pulse, the larger 
Q must be in order for the variation in the timing wave amplitude to be 
small. 

Tor any periodic pulse pattern, A,, is easily determined as a periodic 
function of n’ from (24). For a high enough Q the average timing wave 
amplitude A is again given by (50), where p is now the average number 
of time slots containing pulses. In the special case of a periodic pattern 
with every Mth pulse present, A,’ is of course constant, given by (31) 
or (83). 


2.5 Tuned Circuit Excited by Raised Cosine Pulses 


Up to now we have considered only the case of a timing filter excited 
by impulses. However, in the simplest repeaters the signal pulses them- 
selves or their rectified envelopes (in baseband or carrier systems, re- 
spectively) would be used to drive the timing circuit. The finite width of 
these driving pulses may add an additional component of timing noise 
at the output of each repeater. We now consider the behavior of a tuned 
circuit excited by raised cosine pulses, which approximate the pulse 
shape that might be used in a practical system. 

A driving pulse centered at ¢ = 0 is given by 


p(sFt) = 5 (1 + cos 2rskt); |Ft|< s (52) 


where F is the pulse repetition frequency and s is a parameter determin- 
ing the pulse width. For s = 1 adjacent pulses are just resolved; for 
s = 3 adjacent pulses overlap such that the amplitude half way between 
sample points is equal to one-half the peak pulse amplitude. These two 
cases are illustrated in Fig. 7. The complex response P(t) of a tuned cir- 
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p (Ft) =1/2 [1+ cos 277 Ft] p(24Ft)=1/2 [1+c0s 2/3 277 Ft | 
(a ( i 


Fig. 7 — Driving pulses for timing circuit: (a) pulses resolved; (b) pulses over- 
lapping. 


cuit to this pulse is 
t 
P() = [ psF)H — 2) ar, (53) 


where H(t), given in (1) and (4), is the complex impulse response of the 
tuned circuit. Thus, 


1 
PW) = sa LAOH), (54) 
where 
1 
0; Fi< - 3s 
Ft } 
(1 + cos Qarsr)et F/O A441 Pre 48/1 F)t dr; 
—1/2s 
I (Ft) = (55) 
~3<Fi<t3 
Os 
i; (2): i = < Fi. 


The pulse train applied to the tuned circuit now becomes [from (5) 
through (9)]: 


g(t) = > anp{s[Ft — n — e'(n)]}. (56) 


The tuned-circuit response G(t) to all pulses up to and including the 
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pulse in the mth time slot is given by 


Git) = >> a,Plt — nT — é(n)T), (57) 
corresponding to (10), and G(t) may again be written in a form similar 
to (12) and (13): 


1.(5) 
a = SBE (1+ £) awe, (58) 


A(t) = alte", 


where, as before, |A(é)| = a(t) is the normalized amplitude and 
ZA(t) = ¢(t) is the phase deviation of the timing wave. Corresponding 
to (13), we now have for A(é) 


m 
— 145 Fi—n—et jam {A+ Ft—n—e*(n)]— 
A(t) & > Ane (7/Q) (1+ f/F) [Ft—n—e 1 of m{(+of/F)[Fti—n—e* (n)]—Ft} 


n=— 


I[Ft — m — «'(m)] | ere @ 4811 Lt m—eF (my) 


set ay a () - 


BM Ats/F) [Ft—m—e*(m)]—F t} , 
) 


(m — 1) + elm = 1) +5 < Fe < (m+ 1 $elmt 1) —Z, 
where ¢ is restricted such that only the pulse in the mth time slot differs 
from 0. 

We now assume that the phase of the timing wave ¢(¢) at the negative- 
going zero crossing following the peak of each received pulse determines 
the timing deviation of the corresponding timing pulse. In the analysis 
for impulse excitation in Section 2.1 the timing wave phase was evaluated 
just after the reception of a driving impulse, since a different choice would 
introduce only a small de error in the output timing deviation. In con- 
trast, with driving pulses of finite width the choice of time at which 
y(t) is evaluated has an appreciable effect on the last term of (59), which 
gives the additional output timing deviation due to finite pulse width. 
Thus, evaluating (59) at 


Fi=F (1 + t) =m+eé(m) + . (60) 
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where ft, is given in (9), we obtain 


im = 1 ; 
A (1 de 7)= [eM AFESI PUA, JOSIP) #1) 


m 
eer m) x Ge TOC De ten) 
= a 


«Beet (nm) e (m) + GF] F) (mn) Fe* (im) —e4 (01 } oe *\4 


ea) J) 


corresponding to (16). In order for the restriction of (59) to be satisfied 
s must be greater than %. The terms in the first bracket arise from the 
fact that we have determined the phase one-quarter of a pulse period 
after the peak of the received pulse, rather than just after the peak as in 
Section 2.1; they represent a small decrease in amplitude and a small de 
phase shift, and may be neglected. Then, making use of the discussion in 
Section 2.1 and assuming as before that the alignment deviation a(n) = 
é’(n) — e'(n) remains small, we obtain from (17) and (61) the normalized 
timing wave amplitude and output timing deviation (with complete 
retiming): 





A= ae ee, (62) 
k=0 
. ~(n/Qyk | i OF | 
m—k a k army k é 
i py oe c OTE, og te 9) 
An y An : 


where w, depends on the pulse width and is given by 


Ws = = Im Fe — 1]. (64) 


These results are again subject to the restrictions of (20) and (21). The 
following approximate results for the high-Q case may be obtained from 
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(55): 
2 
s = I, s= 3° 
wi = 0.0253 + N22): We3 = 0.1038 + oe) 
Q Q 
1 0.185 1 0.235 
I; (7) = 0.534 + OF Toys (7) = 0.4380 + OF 
or | 0.0795 : oO, +j | o.166 = |, 


1 0.75 3 2.3 


Except for the last term, (63) is identical to (25) for impulse excita- 
tion; the last term represents the additional output timing deviation 
caused by the finite pulse width. This timing deviation is inversely pro- 
portional to the instantaneous timing wave amplitude, and is thus quite 
similar to the effect of amplitude-to-phase conversion in the limiter of 
the timing system.” * In both cases an identical timing deviation will be 
added at the output of every repeater of the chain, since the pulse pat- 
tern is the same for every repeater. This additional timing deviation is 
caused by the fact that the driving pulse is not zero when the timing 
wave goes through zero. However, the zero crossings corresponding to 
vacant time slots are not disturbed; W. M. Goodall has pointed out that 
inverting the pulse pattern in each repeater will therefore eliminate this 
source of timing noise. If the driving pulse is short enough so that it falls 
to zero before the zero crossing of the timing wave occurs, no additional 
timing deviation will be produced; in particular, the driving pulses may 
be impulses as above or square pulses of length 7'/2.’ Finally, a weakly 
coupled locked oscillator will not be affected by the finite width of the 
synchronizing pulses. 


III. FOURIER ANALYSIS OF DISCRETE FUNCTIONS 


3.1 Transforms of Discrete Functions 


The timing deviation e(n) or é(n’) and the various other quantities 
discussed above may be called discrete real functions, since they are 
defined only for integral values of their argument. The Fourier analysis 
of discrete functions is quite similar to that for continuous functions 
and is summarized below. 
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The transform X(f) of a discrete function x(n) is defined by” ” 


ive) 


A= ae. (65) 


n=—0 


The inverse transform is then 


+1/2 

a(n) = i fs Mp? dy. (66) 
This transformation is closely related to the z-transform’ ” or generat- 
ing function. Equations (65) and (66) may be regarded as a’statement 
of the Fourier series theorem, in which the usual roles of function and 

transform have been reversed. 
The following table [Equation (67)] summarizes some of the properties 
of discrete transforms that will be of use; 2(m) and 22(n) are any two 
different discrete functions with corresponding transforms X,(f) and 


X2(f): 


Function Transform 
a(n) Xi(f) (67a) 
x(n) XAf) (67b) 
a(n + k) er eX) (67c) 
Az(n) = a(n + 1) — a(n) er 1G 
= 2je"" sin afX1(f) (67d) 


niny@xln) = i aln— balk) XUN) 


co 


= a xi(k)xo(n — k) (67e) 


=—00 


ai(n)x2(n) Xi(f)@X2(f) 


+1/2 
= i Xi(f — 7)Xo(r) dr 


+1/2 
= [ np SHOKAS — 1) dr (67E) 


fe) 


gilk) = Ss ai(n)a(n + k) E(f) 


n=—-e 


Xi(f)X1*(f) 
| Xi(f) lt (67g) 


+ The * denotes the complex conjugate. 
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In (67g) the autocorrelation function g(k) and the energy spectrum 
E(f) of a discrete function z(m) have been defined; the fact that they 
are transforms of each other follows from the convolution theorem 
(67e) and the fact that x(n) is real. The total energy FI of a discrete 
function x(n) is defined by 


E= ps av’ (n). (68) 
Then, from (67g), 
; 1/2 1/2 
F220) = ie ECS) df = is iX(f) Paf. (69) 


The results of the present section apply only to discrete functions 
having a finite energy EF as defined in (68), so that their transforms exist. 
Discrete random functions, which have infinite energy but a finite aver- 
age power, will be discussed in Section 3.3. 


3.2 Discrete Transducers 


A diserete linear invariant transducer may be characterized by its 
impulse response. A discrete unit impulse at n = np is defined by 
1; n = No 
d(n — no) = (70) 
0; nAzAN, 
corresponding to the delta function in the continuous case. Let h(n) 
be the output of a discrete linear invariant transducer for a unit impulse 
input at the origin; for stable systems 


h(n) = 0; n<0. (71) 


Then the output 2°(n) for an arbitrary input x'(n) is given by the con- 
volution of the input and the impulse response h(n) of the transducer: 


x(n) 


> a(k)h(n — k) 


b=— 09 


(72) 


eo 


SS a(n — kak). 


k=0 


Let the transforms according to (65) and (66) of h(n), v'(n) and 2x°(n) 
be H(f), X'(f) and X°(f) respectively; H(f) is the frequency response or 
transfer function of the transducer. Then, from (67e), we have 


X°(f) = A({)X'(f). (73) 
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If the input consists of a single exponential of frequency f, 

a(n) = Ae?” (74) 
then the output is an exponential of the same frequency, 

a°(n) = A,e?™!”, 


(75) 
Ao = H(f)Ai, 


as in the continuous case. 

Finally, consider two cascaded discrete transducers with individual 
impulse responses h(n) and h2(n) and corresponding transfer functions 
A,(f) and H2(f). The over-all impulse response h(n) is equal to the con- 
volution of h(n) and ho(n), and the over-all transfer function H (f) is 
equal to the product of H,(f) and H2(f), as in the continuous case: 


A@)= > iiGe = E), (76) 
H(f) pam AY f)HAf). (77) 


3.3 Discrete Random Functions 
A discrete stationary random function x(n) will have infinite energy 


but a finite average power P given by 


—_ £ 1 ~ 2 . 
an ON +1 2 oe): (78) 
The covariance p(k) is defined as 


p(k) = (x(n)a(n + k)), (79) 


where ( ) denotes an average over the ensemble. For a stationary ergodic 
ensemble the power spectrum P(f) and the covariance p(k) are trans- 
forms of each other, according to (65) and (66): 


PU) = > eee, (80) 
1/2 
a(t) = [ Pee” af (81) 


The average power P is the integral of the power spectrum 


1/2 


Po 53 P(f) af. (82) 
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A white noise of power No has a covariance 


No; k=0 
p(k) = Nio(k) = (83) 
0; k #0. 
Thus the power spectrum is 
P(f) =— No . (84) 


This process is called a white noise because the power spectrum is con- 
stant with frequency. The values of this noise for different values of 
the independent variable n are uncorrelated; this random process is 
used to describe the equivalent timing noise added at the input of each 
repeater, as discussed in Section I. 


IV. TIMING IN A CHAIN OF REPEATERS WITH ZERO TUNING ERROR AND 
COMPLETE RETIMING 


4.1 Introduction 


In this section we determine the timing, spacing and alignment noise 
power spectra and total powers (mean square values) caused by the 
input noise at each repeater for a chain of repeaters with zero tuning 
error and complete retiming. The repeaters may employ either tuned- 
circuit or locked-oscillator timing circuits. 

From (36) or (37) the response of each repeater is given by 


z(n') — 2(n! — 1) =5 fal) Ba" =], 
(85) 
A = (A,,). 


For locked oscillators, (85) is exact. The normalized timing wave am- 
plitude A is equal to the ratio of the amplitude of the oscillator wave 
to the amplitude of the transient started by a single signal pulse. 

For tuned circuits we assume that the driving pulses for the timing 
circuit are short enough so that no additional output timing noise results 
from the finite pulse width, as discussed in Section 2.5, and we study 
only the effects of input noise. Equation (85) will be exact only for 
periodic pulse patterns with every Mth pulse present (including all 
pulses present); for random or general periodic pulse patterns it gives 
a good approximation for the response of a repeater. The normalized 
timing wave amplitude A,, is given by (24); A is given by (31) or (50). 

Let the discrete transforms of the input and output timing deviations 
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é'(n’) and @(n’) be C’(f) and C°(f) respectively, where the symbol ~ 
indicates that the transforms have been taken with respect to the inde- 
pendent variable n’ [Fig. 4(a)]. Then, transforming (85) by the use of 
(67), we obtain for the transfer function A(f) of a single repeater 


CUP) 1/A 
Gf) T= C= Aer a 
It is convenient to define Q as the effective “Q” of the timing circuit 


to the timing deviations, as a function of the average timing wave ampli- 
tude A: 


A(f) = 


1 
_ ————... 87 
ieee el ee 


In the high-Q case, 
| | Q=7A, Q>1. (88) 
For tuned-circuit timing filters Q may be conveniently expressed in 


terms of the tuned circuit Q. For a periodic pulse pattern with every 
Mth pulse present, from (81), 


~ 


_ 9 
=F (89) 


For all pulses present, IJ = 1 and @ = Q. For random or general periodic 
pulse patterns (50) yields, for the high-Q case, 


Q@=7pQ, @>1, (90) 
where p is either the probability that a time slot contains a pulse or the 
average number of time slots containing pulses. 

In terms of Q, the frequency response of a repeater becomes 


_— ome 
AG et (91) 


1 — e-tGg Prt" 
Taking the inverse transform of H(f), the impulse response h(n’) of a 
single repeater is 


An’) = 1 — & *8)e™, n > 0. (92) 
Finally, the square of the absolute magnitude of the frequency response 
of a single repeater may be written 


Peer 1 


1 + esch? sin? af 
20 
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Equation (93) is plotted in Fig. 8(a) for the high-Q case. The low- 
frequency components of the timing deviation are transmitted with 
little loss in amplitude, and the high-frequency components are sub- 
stantially suppressed in a single repeater. The 3-db bandwidth is given 
by 
1 


x} O>1. (94) 


fae = 


4.2 Impulse and Frequency Response of a Chain of Repeaters 


The transfer function of K repeaters in cascade, Hx(f), is equal to 
the Kth power of the transfer function of a single repeater. Irom (77) 


lH(#)|? = 
1 


Fi (F) 
No 





(b) 


Fig. 8 — Transfer function for repeaters with zero tuning error and complete 
retiming, with Q > 1: (a) single repeater; (b) k cascaded repeaters, k > 1. 
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and (91), 


_ —nr/Q K 
fit) = a) = [17S | - (95) 


e-*/Gg—i25h 
From (93), 
By r = ; 1 - 
eG) = | | = |] 
1 + esch? 6 sin’ af 28) 


Equation (96) is plotted in Fig. 8(b); the 3-db bandwidth for the high-Q 
case is 


Soap = ie a/ QUIK — 1; @) perk (97) 
2Q 
For a long chain of repeaters (97) becomes 
1 0.834 ~ 
Saat = 26 Kir? Q > 1, Kk>1. (98) 


The bandwidth of a chain of repeaters to the timing deviation varies 
inversely as the square root of the number of repeaters. 

The impulse response for K cascaded repeaters, Ax(n’), may be found 
either by taking the inverse transform of the frequency response, given 
in (95), or by finding the (K — 1)-fold convolution of the impulse 
response for a single repeater, given in (92). Using the latter method, 


ng no 
2 2d, 1. (99) 


K — 1 summations 


pst —1/Q\K_ —(r/Q)”" "SI! 
hx(n ) = (1 7’ ) € cee 
; NK1=0 nK_2=0 


This expression is easily evaluated using functions occurring in the 
theory of difference equations.” The function k'” is defined as follows: 


tm) 7, = = a. =» pes T(k + 1) 
k = k(k L)(k 2) (k m i 1) es Tik—-m+1) 


The brackets around the superscript m indicate that it is not to be re- 
garded as an exponent. Note that 


Re = 1. (101) 


(100) 


This function behaves with respect to difference and summation 
operators in a similar manner to the power function x” with respect to 
differential and integral operators. In particular, 
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AkI™ = (b+ 1)! — BE = mk, 
3 tm] pie ti (102) 
kb = | | 


k=M m+1 
Substituting these relations into (99), we obtain 


gee ie Tt’ + K) 
TO)r’ + 1 


for the impulse response of K repeaters in cascade. I’or K = 1 this ex- 
pression becomes identical to (92). For a single repeater the impulse 
response decreases exponentially to zero; for a chain of repeaters the 
impulse response starts from zero, increases to a maximum value, and 
decreases again to zero. 


M 


hx(n’) = (1 —- (103) 


4.3 Timing, Spacing and Alignment Noise 


Consider a chain of N repeaters with an independent white timing 
noise of average power No [(83) and (84)] added at the input of every 
repeater. The output timing noise power spectrum is equal to the sum 
of the power spectra produced by the individual noise sources, since the 
system is linear and the various noise sources are independent. 

Let 7x(f) be the power spectrum of the timing noise at the output of 
a chain of K repeaters with a white timing noise of power No introduced 
at the input of only the first repeater. Then, from (73) and (96), 


#x(f) = No| A(f) *. (104) 


This noise spectrum has the same shape as the transfer function of (93) 
or (96), shown on I’ig. 8, so these curves also show 7x(f). The timing 
noise power spectrum 7'y(f) at the output of a chain of N repeaters with 
an independent white timing noise of power No added at the input of 
each repeater is now 


Ee acon eee eee 2 
Ty(f) = 2 Fx(f) = No lAG) PW’ (105) 


where | H(f) |’ is given in (93). | 
Fig. 9(a) shows 7’y(f) for a high Q and a fairly long chain of repeaters. 
At zero frequency 


Tx(0) = NN. (106) 


The low-frequency noise components from each noise source are unat- 
tenuated, and their powers add at the output of the repeater chain. The 
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high-frequency components are strongly attenuated in each repeater. 
The 3-db bandwidth in the high-Q case is 


1 1.265. 
fear = 30 Wie} 


As the length of the repeater chain approaches infinity, the timing-noise 
power spectrum approaches a limiting form 


O>1, N>L | (107) 


sinh”? =< 


haltiteesae so 


N00 sin? af : 


(108) 


as indicated in Fig. 9(a). In this limiting case, for each narrow band the 
decrease in noise power in passing through each repeater is equal to the 
noise power added at the input of the next repeater. 

The total timing noise power is given simply by the integral of the 
power spectrum, according to (82). Thus, 


1/2 

Tk = il ix(f) df, 
—1)2 
7 1/2 


Ty = leis Ty(f) df, 


(109) 


where 7x is the total timing noise power at the output of a chain of re- 
peaters with noise added at the input of only the first repeater, T’y is 
the total timing noise power at the output of a chain of repeaters with 
noise added at the input of every repeater and the power spectra 7x(f) 
and 'y(f) are given by (104) and (105). While exact expressions for 
7x and Ty can be found, they are so complicated as to be of little use 
except for short repeater chains, and are not suitable for considering 
the high-Q case. An asymptotic expression for 7'y has been found by 
S. O. Rice and is derived in the Appendix; a similar analysis has been 
performed for 7y , but only the final result is given here. For the high-Q 
case: 





r V4) TK — x 
Tx = No» = sinh — 20 T(K) ) K = 2, Q > 1, (110) 
stile hoe MG) TW + 3) Q> 1. (111) 





99 TFW+1) ° 


For a long chain of repeaters Stirling’s approximation yields: 





1 es ~ 
a as ae. Ser 1 ‘4 
K No 5A K 1? o> 1L k> 1, (112) 
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Fig. 9 — Timing (a), spacing (b) and alignment (c) noise power spectra for a 
chain of N repeaters with zero tuning error and complete retiming, with a white 
timing noise of power No added at the input of each repeater; Q>> 1, N > 1. 
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Ty = No ven, O>1, NY. (113) 
Tinally, for a short repeater chain the exact results are reasonably sim- 
ple: 


Ve == No tanh al 


(114) 
#2 = No tanh?  etnh = 
20° 
For the high-Q case 
Py = i = Nose O>1, 
(115) 
72 = No rah Q>1. 


The spacing and alignment noise are easily found in terms of the 
above results. Let Sy(f) and Ay(f) be the power spectra of the spacing 
and alignment noise and Sy and Ay be the total spacing and alignment 
noise powers at the output of a chain of N repeaters with an independent 
white timing noise of power No added at the input of each repeater. 
TF'rom (27) and (67d), 


Sx(f) = 4 sin’ af Ty(f). (116) 
Substituting (105) and (93), 
a = - pe 7 _ 17 2ny | 
Bu(f) = Nod sink? f1 — | ACD) Pp (117) 
Trom (112), 
ene ©) (hee = O>1, N>1. (118 
: nel) (1-39 vai aes 
The second term of (118) is negligible. 
Trrom (28), 
Ax(f) = | A(f) — 12 [Pa f+ Nol. (119) 
I'rom (91) and (93), _ 
le _ oo 7/a 
Re As) =*T2 jap p+-=Z—, a0) 


1582 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


so that 
|Ag) —iP =e" — | ACA) Ph. (121) 
Substituting (121) and (105) into (119), 
Ax(f) = Ne — | ACS) PI, (122) 


and from (112) 


Ay = Ne E = VW x x : | Q>1, N> 1. (123) 


The second term of (123) is again negligible. 

Figs. 9(b) and 9(c) show Sy(f) and Ay(f). They have the same general 
shape, but the alignment noise has considerably greater magnitude. 
For high Q they have an essentially white spectrum, except for very low 
frequencies; their spectra and total power change very little along the 
repeater chain. The main contribution to the spacing and alignment 
deviations comes from the high-frequency components of the input tim- 
ing deviation, so only the input noise at the Nth repeater gives a signifi- 
cant contribution to these quantities. 

The small angle restrictions of (21) were assumed to hold throughout 
the analysis. Equation (118) shows that if No is small enough so that 
the first equation of (21) is satisfied for a single repeater, then the second 
equation of (21) will remain satisfied for the entire chain of repeaters. 





4.4 Discussion 


Each repeater acts as a discrete low-pass filter to the timing deviation, 
transmitting the low frequencies with little loss and attenuating the 
high-frequency components. The resulting timing noise at the output 
of a repeater chain, with noise added at every repeater, contains pri- 
marily low frequencies; the total timing noise power grows as the square 
root of the number of repeaters. The timing deviations of consecutive 
pulses are strongly correlated. Although the total timing deviation may 
become large, it changes so slowly that the spacing and alignment devia- 
tions remain small. The spacing and alignment noise have an almost 
white spectrum and remain almost constant along the repeater chain; 
successive spacing and alignment deviations are almost uncorrelated. 

The results of this section are exact for locked-oscillator timing cir- 
cuits and for tuned circuits with periodic pulse patterns containing every 
Mth pulse; for tuned circuits with random or general periodic pulse 
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patterns they are only approximate. The exact analysis for a repeater 
chain with a general periodic pulse pattern is discussed briefly in the 
following section; the approximate results of the present section are in 
good agreement with the exact results for this case. The present results 
also agree with those given by W. R. Bennett for the total output tim- 
ing noise of a single repeater with a random pulse pattern.’ 

In order to apply these results to specific cases, a detailed analysis 
of the particular type of repeater is necessary to determine the power 
Ny of the equivalent timing noise at the input of each repeater as a 
function of the real input noise, the pulse pattern, and other parameters 
of the system. Of course, No will be proportional to the input noise power; 
its general dependence on the pulse pattern can be described in a quali- 
tative way without a detailed analysis.” 

Consider first tuned-circuit timing filters. From (115) and (90), the 
total output timing noise in a single repeater with an input white tim- 
ing noise of power No is approximately 


A = Nox G) pQ > 1, (124) 
where Q is the tuned-circuit “‘Q” and p is the average number of time 
slots containing pulses. We consider four cases, discussed in the first 
section; in all of them from (50) the power of the timing wave is propor- 
tional to p’. 

1. Baseband repeater, signal pulses drive tuned circuit directly. The 
real output noise power remains constant for different pulse patterns; 
since 7, is proportional to the output noise to signal ratio, 7,«1/p’, and, 
from (124), No«1/p. 

2. Baseband repeater, signal pulses passed through square-law or 
similar nonlinear device before driving tuned circuit. The real noise in 
the vacant time slots is now substantially suppressed; the real noise 
power at the output might be expected to vary approximately as p. 
Consequently 7, « 1/p, and No is approximately independent of p. 

3. Carrier frequency repeater, linear envelope detector. This case is 
somewhat different from case 1 above. During a time slot containing a 
pulse, only the in-phase component of the real input noise contributes to 
the random component of the envelope of the input wave. In the absence 
of a signal pulse, both the in-phase and quadrature components of the 
real input noise contribute equally to the output random phase modula- 
tion of the tuned circuit. Consequently, as p decreases, 7, will increase 
somewhat faster than 1/p’, and No will increase somewhat faster than 


1/p. 
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4, Carrier frequency repeater, square-law or similar nonlinear detec- 
tor. This type of repeater behaves essentially the same as a baseband 
repeater with a square-law device, case 2 above; No is approximately 
independent of p. This has been verified in detail for the special case in 
which the timing circuit is an ideal flat filter, rather than a tuned circuit. 

For locked oscillator timing circuits, (115) gives 


Z T n 

71 = No 30° Q > 1, (125) 
with Q, given by (87) or (88), now independent of the pulse pattern; the 
timing-wave amplitude is also constant. A similar discussion to the one 
above shows that No for a locked oscillator has approximately the same 
functional dependence on p as it would for a tuned circuit for the corre- 
sponding type of repeater (i.e., baseband or carrier, linear or square-law 
detector). Since Q is now independent of p, the variation of the output 
timing noise power 7; for a locked oscillator is p times that for a tuned 
circuit, with the same type of repeater. 

Improved performance is thus attained by using a square-law or simi- 
lar nonlinear detector in both baseband and carrier-frequency repeaters, 
using either tuned circuit or locked oscillator timing circuits, as pointed 
out by De Lange.” In this case the equivalent input timing noise power 
Np» will be approximately independent of the pulse pattern, and may be 
treated as a constant in the analysis. Qualitatively, the principal effect 
of the input noise is simply to add a random displacement to the input 
signal pulses, as assumed in the analysis. 

The above calculation of the alignment deviation must be modified 
for linear baseband repeaters (without a square-law or other nonlinear 
element) and for carrier frequency repeaters using a linear envelope 
detector. Here for p < 1 the equivalent position modulation required 
in the analysis will exceed the actual effective position modulation of 
the input signal pulses by the real input noise. Instead of (122) and 
(123) we would have approximately for the linear baseband repeater: 


Ax(f) = Nofpe ft — | ACA) P*) + A — p) | ACS) FY, (126) 


Ay = Np wa - 3 /y2a)t+ 1 — a; 
{m 29 V N-1 : ”) 56 (127) 


Q>1, N>1, 





with a similar result for the carrier repeater with a linear envelope detec- 
tor. Since in this case No « 1/p, the net effect as p decreases is an in- 
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crease in the low frequency portion of the alignment noise power spec- 
trum, with only a small increase in the total alignment noise power. The 
over-all behavior of the alignment noise is thus very similar both for 
linear repeaters and for repeaters using a square-law or similar nonlinear 
element, for which (122) and (123) apply with No a constant independ- 
ent of p. The above results for timing and spacing noise, of course, re- 
main valid for all cases. 


V. EXACT ANALYSIS FOR A CHAIN OF REPEATERS USING TUNED-CIRCUIT 
TIMING FILTERS, FOR PERIODIC PULSE PATTERNS — ZERO TUNING 
ERROR, COMPLETE RETIMING 


The results of Section IV are exact only in those cases where the tim- 
ing wave amplitude A,, is strictly constant, i.e., for tuned circuits with 
a periodic pulse pattern with every A/th pulse present (including all 
pulses present), and for locked oscillators with any arbitrary pulse pat- 
tern. For tuned circuits with random or general periodic pulse patterns 
these results are only approximate. In this section the exact solution for 
a chain of repeaters using tuned circuit timing filters is discussed for a 
simple periodic pulse pattern; in this case the analysis of Section IV 
provides a very satisfactory approximation. As above, the repeaters are 
assumed to have zero tuning error and complete retiming, and the driv- 
ing pulses for the tuned circuits are assumed to be short enough so that 
no additional timing noise results from the finite pulse width (Section 
2.5). The response of a chain of repeaters to a single frequency input 
e?"!"" first ig determined and then used to determine the noise response 
of the system. Since the pulse pattern is the same, the variation of A,, 
is identical at every repeater; the repeaters will consequently be identical 
time-varying transducers to the timing deviation. 

Setting 5f = 0 in (85), which gives the exact response of a single re- 
peater with a tuned-circuit timing filter, yields 


H(n’) — #(n’ — 1) = = [e'(n’) — &(n’ — 1)). (128) 





The timing wave amplitude A,, is given by (24). For a general periodic 
pulse pattern A,, will be a periodic function of n’. The simplest case of 
interest is a periodic pulse pattern of period JZ containing only two 
pulses, located in arbitrary time slots; A,, then takes on only two values 
and may be written as. 


Aves Ae”), (129) 
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where A is the average timing wave amplitude and 6 is the normalized 
deviation of A,, from its average value. 

Mquation (129) is the Fourier series for A, ; A and 6 are determined 
by (24). From (50), 


_ 20. 
eee 


M 
Q> oo (130) 
6 will depend on the particular pulse pattern. The pattern giving the 
greatest variation in timing wave amplitude, and hence the largest 6, 
will consist of two adjacent pulses followed by MM — 2 vacant time slots, 
as shown in Fig. 10. In this case, 
7 : aM 
6 = ——. (M — 2); —, 131 
70 ‘ 3 QPS (131) 
For other patterns containing two pulses, 6 will vary between zero and 
the value given in (131). For periodic pulse patterns containing more 
pulses, the Fourier series for A, corresponding to (129) will contain 
more terms. 
We now seek the response of a repeater chain to the input e 
From (128) and (129) the input and output are related by a modulation 
process involving the term 


jorfn’ 


, 


ern = ete. (132) 
of frequency 4. Since e””" = 1, 
itn’ pirsn’ _ gree 
eee eT a ee aie (133) 
ee eos eT . 


Therefore, for f > 0, if the input timing error to a repeater contains a 
sinusoidal component at the frequency f the output will contain com- 


Fig. 10 — Periodic pulse pattern containing two pulses giving maximum varia- 
tion in timing wave amplitude. 
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ponents at frequencies f and f — 4; an input at the frequency f — 3 
will give rise to output components at frequencies f — 4 and f. (If f < 0, 
an input at f yields outputs at f and f + 3; an input at f + 4 yields 
outputs at f + 4 and f.) Assuming that f > 0, the timing error at the 
output of the (K — 1)th and the Kth repeaters may be written as fol- 
lows: 


éxi(n’) = Analfler” + Bra(fye™™, (184) 
éx’(n’) = Ax(fye?™"™ sh, Beer. (135) 


Substituting (134) and (135) for é(n’) and @(n’) respectively in (128), 
and substituting (129) for A» , equating the coefficients of each of the 
two frequencies on each side of the resulting equation, we obtain 


aA x(f) a bBx(f) = Axri(f), (136) 
cAx(f) + dBx(f) = Beulf), (137) 


where the parameters a, b, c, and d are constants which depend on the. 
input frequency f in a simple way. Since the input to the repeater chain 
is e”""’ the initial conditions for the linear difference equations (136) 
and (137) are 


Ao = 1, Bo = 0. (138) 


These difference equations are easily solved by the usual methods, 
yielding the response of the system to a single input frequency; the 
results may then be used to determine the timing, spacing and alignment 
noise along the repeater chain with an independent white timing noise 
added at the input of every repeater. Although the solution is straight- 
forward the analysis is lengthy, and the problem does not seem to be 
of sufficiently general interest to warrant the inclusion of the detailed 
results. Examination of these results shows that for quite moderate 
values of Q the variation in the timing wave amplitude may be safely 
neglected in considering the timing behavior of a chain of repeaters. 
The approximate analysis of Section IV, which neglects the additional 
modulation products caused by the variation of the timing wave ampli- 
tude, is reliable for a long chain of repeaters with tuned-circuit timing 
filters for this particular pulse pattern. 

This analysis may be generalized to more complicated periodic pulse 
patterns. However, as the number of pulses in one period increases, so 
does the number of simultaneous difference equations corresponding to 
(136) and (187), increasing the complexity of the analysis. 
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VI. THE EFFECT OF TUNING ERROR ON THE TIMING OF A CHAIN OF RE- 
PEATERS USING LOCKED-OSCILLATOR TIMING CIRCUITS WITH COMPLETE 
RETIMING 


We next consider the timing deviations introduced by random tuning 
errors of the different repeaters, in a chain of repeaters using locked- 
oscillator timing circuits with complete retiming. rom (37) the timing 
response of such a repeater is given by 


fn’) — #(n! = 1) = Flew’)  #@n! - 1) 
(139) 


of 1 
-#(1 1) bw, 


where A is the ratio of the amplitude of the oscillator wave to the ampli- 
tude of the transient started by a single signal pulse. As pointed out in 
Section 2.3, this relation does not approximate the behavior of a tuned 
circuit with tuning error. Since no equivalent analysis has been devised 
for tuned circuits, the present treatment of the effects of tuning error 
on a repeater chain is confined exclusively to repeaters employing locked 
oscillators. 

The output timing deviation of a repeater using a locked-oscillator 
timing circuit is linearly related to the input timing deviation, but has 
an additional equivalent input timing deviation related to the pulse 
pattern through the 6, and proportional to the tuning error. In the 
present section we consider only the timing noise caused by the tuning 
errors of the different repeaters, since the effects of input noise for this 
case have been discussed in Section IV. 

We will consider only random pulse patterns with a probability p 
that any time slot contains a pulse, independently for each time slot. 
For such a pulse pattern the quantities b,, are independent random 
variables and consequently have a white spectrum, in addition to a de 


component. The quantity (b,- — 1) has a geometric distribution,” so 
that the mean and variance of 0, are 
1 
(bn) - D ’ 
(140) 


I 
I 


i 
Se ee. 
Separating b,, into de and ac components, 


b, = B+B,, B 


I 
— 
o 
Ca 

| 

| 


(141) 
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(By) = 0, Gs Se. (142) 


2 





It is now convenient to separate (139) into de and ae components, as 
in (40) to (45). Writing 


e(n’) = Ese + Enc(n’), (143) 
we have, from (139): 
~ 7t ~ 0 of 
Ede — €de = F (A = 1)B, (144) 
~ off ~ Of? 1 ss pect ~ off 
€ac (n ) — €ac (n ore 1) io A lExc’(n ) — €ac (n ad 1)] 


/ ; (145) 
6 

—=(1——)B,. 
r-3) 

Equation (144) represents a constant delay through the repeater due 
to tuning error. There will be a corresponding de alignment deviation 
between the input signal and the retiming pulses, but otherwise the de 
component is of no further interest in the analysis of the chain of re- 
peaters. The ac timing deviation is governed by (145); for simplicity, 
the subscripts ,. will be dropped in the remainder of this section. 


We now let C*(f), €°(f) and B(f) be the transforms of é’(n’), €sc°(1’) 
and B,, respectively. Taking the transform of (145), 


Spies | ae 7 
en = anew -T—+— an], as) 
where 
= pesg er 
H(f) = ae wie el ; (147) 
ta es Se, OT. (148) 
1 — ee 


H(f) and Q are the same transfer function and effective “Q’ previ- 
ously defined for the repeater in (91) and (87) and (88), and B,, is a 
white noise of power (1 — p)/p’. 

In Section IV the effects of independent white timing noise added at 
the input of every repeater were determined. The present analysis is 
somewhat different in that the added timing noises at the different 
repeater inputs are no Jonger independent, since the pulse pattern and 
hence B,, and B(f) are identical at each repeater. In general, we no longer 
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may simply add the output power spectra caused by the various noise 
inputs, but must keep track of the phase angles of the different com- 
ponents. Thus the timing noise power spectrum 7'y(f) at the output of 
the Nth repeater, in terms of the tuning errors (6f)x of the various re- 
peaters, becomes 


Tx(f) =: 
Be se | PED, Oe ee co MD). 


F? | otra — p? K=1L=1 


(149) 





Next assume that the tuning errors (6f)x themselves are independent 
random variables with zero mean. Thus, 


((if)x(&f)z) = 0; K # L, 
((af)x’) = (of); -K = L. 


The tuning errors at the different repeaters are uncorrelated. The 
equivalent input timing noises at the different repeaters are thus also 
uncorrelated, although not independent; in this special case, the output 
power spectra of the different components may be added directly. Sub- 
stituting (150) into (149), 


foe ON. t- Preppy > 
Tx(f) F | | p | H(f) i =3 1 ? 


(150) 








0 ; K#L 
((6f )x(8f 2) = | (151) 


(fy); K=L 
Comparing with (105), the timing noise power spectrum caused by 

uncorrelated tuning errors has the same shape as that caused by inde- 

pendent white timing noise at every repeater input. Thus, the total 

output timing noise power in the present case is given by (111) or by 

(113) to (115), where No must be replaced by 

am 1 | saa 


FP Lee 1) Pe 








For the high-Q case: 








(152) 








ron 
fy = UNE) —2 | /N; O>1, N>1 
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The spacing and alignment noise power spectra and total powers are 
found in the same way from the results of Section 4.3. 

The results of (151) and (152) are no longer valid if the tuning errors at 
the different repeaters are correlated. For example, if all tuning errors 
are identical, making use of (121), (149) becomes 





Bee) 
P = av —_—_—_ Mola Lp, ae 
(f) (2 (e781 pw | ACF) [P11 (153) 
(of)x = of. 


In this case, all repeaters are tuned correctly but the pulse repetition 
frequency is incorrect. The last factor of (153) approaches N” as f 
approaches zero [the corresponding factor of (151) or (105) approaches 
N, as illustrated in Fig. 9(a)]. The low-frequency noise is much greater 
in this case, since an identical timing noise has been added at every 
repeater and the corresponding noise amplitudes, rather than powers, 
add at the output. 

For a single repeater using a locked oscillator, the output timing noise 
power given in (152) is just twice as large as the corresponding quantity 
computed by W. R. Bennett for a tuned circuit.’ This is in accord with 
the discussion of the two cases given in (38) to (45) and illustrated in Fig. 
6 for p close to 1. A similar analysis for the timing noise produced by 
tuning error in a chain of repeaters using tuned circuit timing filters 
has not been found. 


VII. TIMING IN A CHAIN OF REPEATERS WITH PARTIAL RETIMING 


The preceding analysis has been confined to the case of complete 
retiming, in which the timing deviation of each output signal pulse is 
equal to the timing deviation of the corresponding timing pulse. All of 
these results are easily extended to the case of partial retiming, in which 
the timing deviation of each output pulse depends linearly on the 
timing deviations of both timing and input signal pulses. 

As stated in Section J, in systems employing complete retiming the 
timing pulses may be derived only from the input signal pulses. If such 
a system with timing from the output signal pulses could somehow be 
started, its subsequent timing behavior would be completely independ- 
ent of the input pulse pattern. Thus, the repeater would have no way 
of determining when the timing pulses were properly centered on the 
input signal pulses. However, in systems employing partial retiming, 
the timing pulses may be derived from either the input or the output 
signal pulses. 
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Let é‘(n’) and @(n’) be the normalized timing deviations of the n’th 
input and output signal pulses with transforms C’(f) and €°(f), as before, 
and let é(n’) be the timing deviation of the n’th timing pulse with 
transform C’(f). Then, following Pierce,’ we assume that 


Z(n') = a(n’) + (1 — adé(n’), 
Cf) = of'(f) + A — a)0'(/). 


Tor complete retiming assumed up to now, a = 0; for no retiming, a = 1. 

Consider first a repeater with the timing wave derived from the input 
signal pulses. All of the previous analysis for a single repeater (Section 
II, Section 4.1 and the first part of Section VI) remains valid if we 
replace @(n’) and C°(f) by é(n’) and C‘(f) respectively. Thus, from 
(86) to (91), for a repeater with zero tuning error 


Oy. 2 koe 
C“(f) w= sng ie OH 


(154) 


, (155) 


where H(f) and Q remain the same as before. Defining H ai(f) as the 
transfer function of a single repeater with partial retiming with timing 
derived from the input, from (154) and (155) 


Hadf) = a+ (1 — a)A(f). (156) 
Vor a = 0, Hai(f) = A(f). Making use of (120), 
|FAfPeyvtad-wyla? 


5 ~ (157) 
vy = all — ele 4 ae 7!) 


where | A(f) |’ is given in (93). Substituting | H.:(f) |’ for | A(f) |? 
(104) and (105), the timing noise power spectrum at the output of a 
chain of repeaters with an independent white timing noise added at the 
input to each repeater is determined as in Section 4.8. For moderate 
values of a the timing noise spectrum will be slightly larger at high 
frequencies than for complete retiming, a = 0. Thus, the total output 
timing noise power will be slightly larger than for complete retiming, 
given in (110) to (115). The spacing and alignment noise power spectra 
may also be easily determined. 

Next consider a repeater with the timing wave derived from the out- 
put signal pulses. For zero tuning error we now have 


CU) = 1 —_ eo tle 
OG) bags ee 








(158) 
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Substituting into (154), the transfer function H..(f) of a single repeater 
with partial retiming with timing derived from the output is 


Qa 


Half) = > wH): 





(159) 


The 3-db bandwidth of a single repeater for small a and high Q is ap- 
proximately 


18 


fra = 553 *#K1, QOL (160) 


WH 


The bandwidth is @ times the bandwidth of the corresponding repeater 
with the timing wave derived from the input [which for small @ will 
be only slightly larger than the value for complete retiming, given in 
(94)]. The output timing deviations are thus much smaller with timing 
from the output than with timing from the input (for zero tuning error). 
However, in the limit as a — 0 the behavior of the repeater becomes 
independent of the input pulses, and the effects of any noise sources in 
the regenerator itself become correspondingly more important. 

The analysis of Section VI for a locked oscillator with tuning error 
is readily extended in a similar manner to a repeater with partial retim- 
ing. With timing from the input there is again little change in behavior 
for small a. However, with timing from the output the de alignment 
deviation jc’ — éae’ is proportional to 1/a. The bandwidth of the 
repeater decreases as above, while the equivalent input timing noise 
due to tuning error increases. 

Both tuning error and additional noise sources in the regenerator will 
determine whether for a given small value of a any advantage can be 
obtained by deriving the timing wave from the output rather than the 
input. For complete retiming, a = 0, the timing wave must be derived 
from the input. 


VIII. DISCUSSION 


To illustrate the above results we consider a chain of repeaters using 
resonant-circuit timing filters with zero tuning error, complete retiming 
(the timing wave must of course be derived from the input), driving 
pulses short enough so that no additional timing deviations are intro- 
duced by the finite pulse width and a random pulse pattern. We further 
assume that the equivalent normalized timing deviations added to the 
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input pulses are distributed uniformly between —0.1 and +0.1; the 
equivalent input timing noise power is then 


Ny = 0.0033, ~/No = 0.0578. 


Take 

N = 100 repeaters, 

Q = 100, tuned circuit “Q”’, 

p = 3, probability that a time slot contains a pulse. 
From (90) 

Q = 50. 


The rms values of the timing, spacing, and alignment noise at the 
output of the repeater chain, from (113), (118) and (123), are: 


VT, = 0.0344, 
V Sy = 0.00363, 
V Ay = 0.056. 


All of these normalized quantities are of course measured in units of a 
pulse period. 

Next consider the effect of finite pulse width. An extreme case may 
give some indication of the importance of this effect. Consider the change 
in output timing deviation caused by changing the pulse pattern from 
all pulses present to every Mth pulse present, with raised cosine driving 
pulses as illustrated in Fig. 7. From (63) and (83), the change in output 
timing deviation will be w.(a/Q)(M — 1). For overlapping pulses [Fig. 
7(b)] and for Q = 100 as in the above example, from (64) and the table 
following it, w, = 0.1073, and the change in output timing deviation 
will be 0.00337 (MZ — 1). Thus, for Q = 100 and overlapping pulses as 
shown in Fig. 7(b), changing the pulse pattern from all pulses present 
to every 10th pulse present causes a phase shift of 10.9° in each repeater. 

The analysis for the effect of finite pulse width (or amplitude-to-phase 
conversion in the limiter of the timing system) in a chain of repeaters 
for a random pulse pattern is complicated by the fact that the timing 
deviation added at each repeater is directly related to the timing wave 
amplitude. It is not obvious that the variations in timing wave amplitude 
can be neglected in this case, as was done in studying the effects of input 
noise (which will be independent of the pulse pattern). 

Finally, consider a chain of repeaters using locked-oscillator timing 
circuits with random tuning errors, complete retiming (with the timing 
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wave derived from the input), and a random pulse pattern. Assume 
Q = 100, 
p= 3 
Then, from (151), the equivalent rms input timing noise per repeater is 


5 VG), 


The effects of tuning error will be the same as the effects of an input 
timing noise uniformly distributed between —0.1 and +0.1 (correspond- 
ing to ~/N, = 0.0578, as in the first example) for an rms fractional 


tuning error of 
VN) = ooo18. 


As discussed above, similar results are not available for the effects of 
tuning error in a chain of repeaters using tuned circuit timing filters. 
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APPENDIX 


Approximate Solution for Ty 


In this appendix we present the approximate solution obtained by 
S. O. Rice for T'y , the normalized timing noise power at the output of 
a chain of N repeaters with an independent white timing noise of power 
No introduced at the input to each repeater. This solution is most useful 
when the timing circuits have a high Q. From (109), (105) and (93), 


an 1G 
T'y = No =>; 
o AD 
os 1 
| ACs)? = —————_ 
1 + esch’ 20 sin’ af (161) 


1/2 


Ty = i fe T'w(f) df. 
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Substituting 
6 = 2nf (162) 
into (161), we obtain 


No [ "l-y (6) 

x Jo yO) — 1 
1 (163) 

y() = —1+—,, 

1 + asin? 5 


ry 
Ty = 


do, 


where we have replaced csch’ 1/(2Q) by a to simplify the analysis. Mak- 
ing the following change of variable, 





= 0 ees _ 2dx 
x = tan 5? sin 3 = I ro ioe dé = Tea 7 (164) 
Equation (163) becomes 
a No2 [* dz 1+2 ij 
Ty =—- — 41 -— | ————__,, : 
i rT ado 2 |; + (a + 1)2? 160) 


Integrating (165) by parts, we find 


-~ _. 4N [? du 1+2 ie 
ow otelrers] «080 


Making another change of variable 


—1t+(@t+ 2’ _ ax dic 2 ut 
Ces eas 8 pee Oe 


Equation (166) becomes 





= QN (7 du [a+ 1) — a 
Ty. = No—- & [ete (168) 
Making one last change of variable, 
v=u—l, (169) 


Equation (168) becomes 


a-—v /2 . 
Ty = NoW ua ee (a : ) , (170) 


The principal contribution to the integral of (170) comes from the 
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singularity at v = 0. We split off this portion of the integral and use 
the remaining terms to get bounds on the error. Thus, 


a ete dv 1/2 


a dv 1/2 1/2 
La ap fo — o — 0" 























(171) 
_w 2N [ dv 3 dv 
eee pie Ve yieL -— y)Nti Sie vie yet 
aa dy qi? = (a oe py)? 
i i vey +yyyH[ qgiz 
Z raQyrN +3) pn 
= vo 2 | ye Ea a ee 
= dv 
fi = [ yia(d -E y)Ntt? a 
Li 
R, = a dv a” —_ (a - yp)? 
aaa yi2T + y)vH na ee 
We next find bounds on FR; and Re. 
For R; , we have 
~ dv dv 1 
0< hi = [ yd + pH < I pNta2 ~ GNHR(M + 4)’ 
i (173) 
For R:, we first state the inequality 
v v 
a”? — (4 — v)'? = GEE (a2 ye < 7p? O<v<a. (174) 
Thus, 
: dv a” — (a — v)'” 
0< fh, = I p(T +p aaa que 
<if ov? dv a je yt? dy 
(1 + v)e4 Sah Ge ee) ane 
(175) 
_1r@rw - 4 
a T(N+1) ’ 
Lr@yrw — 3 


a I(N+1) 
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Replacing a by csch’ +/2Q in (172), (173) and (175), we obtain as 
the final result 


2N inh 7, | PEW + 2) _ - R,| 
Ts V6 = sinh 3 T(W + 1) R, R, i 


0 < Ri -< sinh””* are : ;| : (176) 


om | TQ)TN — | 
0 < R. < sinh a See ‘ 


The bounds are quite close for a moderately high Q, and improve with 
increasing Q or N. 

If @ > 1, N > 1, the sinh may be replaced by its argument and the 
gamma functions by Stirling’s approximation, yielding the result given 
in (113): 








Ty = No vet, QO>1, N>1. (177) 
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Helix Waveguide Theory and Application 


By HANS-GEORG UNGER 
(Manuscript received March 31, 1958) 


Generalized telegraphist’s equations have been derived for curved helix 
waveguide and coefficients obtained for conversion from normal modes 
of the helix waveguide to normal modes of the metallic waveguide. A radial 
wave impedance at the helix interface is used to calculate the effect of 
composite jacket structures. Three different applications of the helix 
waveguide for circular electric wave transmission are discussed: As a mode 
filter, the helix waveguide should have a lossy jacket which causes a high 
transmission loss for all unwanted modes. For sharp intentional bends with 
tapered curvature, the helix waveguide should have a jacket of low-loss di- 
electric material surrounded by a highly conducting coaxial shield. For an 
all-helix waveguide, in order to reduce both mode conversion-reconversion 
effects at imperfections and loss in curvature the jacket should be medium 
lossy and also surrounded by a metallic shield. The distance between helix 
and shteld should in all applications be about a quarter of the radial wave- 
length in the material. Measurements on unwanted mode transmission and 
TE, curvature loss confirm the analysis. 


I. INTRODUCTION 


Helix waveguide consisting of closely wound insulated copper wire 
covered with a jacket of dielectric material and surrounded by a coaxial 
metallic shield has been shown to be useful as a communication medium.” 
The low-pitch helix gives to this structure the low-loss characteristics 
of solid copper-wall waveguide for circular-electric waves. All other 
modes of propagation, however, suffer a change of their field configura- 
tion and propagation constants, depending on the properties of the 
outside jacket and shield.” 

There are two distinctive applications of the helix waveguide for 
circular electric wave transmission, requiring different but definite prop- 
erties of Jacket and shield. One is the use of helix waveguide in short 
sections inserted as mode filters in an otherwise conventional waveguide, 
to reduce the mode conversion-reconversion distortion of TE; propaga- 
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tion. J’or this application the attenuation constant of all unwanted modes 
should be made as high as possible by choosing a material with a certain 
loss factor for the jacket. The other application is to transmit the cir- 
cular-electric wave around sharp intentional bends.* In this case the 
jacket of the helix waveguide should be as low in loss as possible and the 
distance between helix and outer metallic shield should be chosen so as 
to minimize mode conversion and dissipation loss in bends. 

Beyond this, a third and probably the most important application is 
the all-helix waveguide as transmission medium. In this case, high un- 
wanted mode attenuation as well as low TE loss in bends is desired. 
A compromise between the helix waveguide for mode filters and the 
helix waveguide for sharp bends has to be met by choosing a medium 
lossy jacket and the proper distance between jacket and shield. This 
compromise will be made on the basis of tolerances. While the manufac- 
turing tolerances call for a mode-filtering helix waveguide, the laying 
tolerances call for low TI%q loss in random curvature. 

In order to design these different types of helix waveguide, we must 
analyze the propagation characteristics of both the circular electric mode 
and the unwanted modes in the general structure of helix surrounded 
by lossy jacket and metallic shield with both a straight and a curved 
axis. In the following two sections two different approaches to this 
problem will be presented. Both of them make use of Schelkunoff’s 
generalized telegraphist’s equations for waveguides.’ The propagation 
in the curved helix waveguide is represented by a set of coupled modes 
of propagation. But the set of modes used in the first approach is differ- 
ent from the one used in the second approach. In Sections II and III the 
generalized telegraphist’s equations are derived. In Section IV the prob- 
lem of a composite jacket structure is reduced to a radial transmission 
line problem. The theory is applied to practical helix waveguide prob- 
lems in Section V, and conclusions are actually given there. The reader 
interested only in design and application of helix waveguide is therefore 
referred immediately to Sections [IV and V. 


II. REPRESENTATION IN TERMS OF NORMAL MODES OF THE METALLIC 
WAVEGUIDE 


To obtain generalized telegraphist’s equations the field at any cross 
section of the curved helix waveguide is represented as a superposition 
of the fields of a certain set of normal modes. A current and a voltage 
amplitude are associated with each normal mode and the currents and 
voltages, after Maxwell’s equations and the boundary conditions of the 
curved helix waveguide are applied, are found to satisfy an infinite set 
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of generalized telegraphist’s equations. The coupling terms in these 
equations depend upon the curvature of the guide axis and the Jacket 
structure. The choice of normal modes may be arbitrary, but, in this 
case, it seems most appropriate to choose the normal modes of a straight 
circular waveguide with perfectly conducting walls. It appears that, 
with this choice of modes, the generalized telegraphist’s equations will 
also solve the problem of mode conversion at an abrupt or gradual tran- 
sition from metallic waveguide to helix waveguide. Also, it will be pos- 
sible to analyze mode conversion at all those imperfections of the helix 
waveguide, for which the mode conversion in a metallic waveguide is 
known. 

The natural coordinate system (r, ¢, z) for a curved circular waveguide 
is toroidal (Fig. 1), where z is the distance measured along the curved 
axis of the guide and r and ¢ are polar coordinates in a plane normal 
to the axis of the guide, with origin at the guide axis. The lines g = 0 
and ¢ = 7 lie in the plane of the bend. The inner radius of the guide is 
denoted by a and the radius of the bend by R. 

For the moment, (r, ¢, 2) are regarded as general orthogonal curvi- 
linear coordinates (u, v, w) by letting 


u=r v=o w= Zz. (1) 


The element of length in this system is 


ds’ = efdw + efdv’ + edu’, (2) 
where 
ee 1 & = 7; égg=1+é (3) 
and 
g= p COS ¢. ( 4) 


For a field with time dependence e**’, Maxwell’s equations are: 


1 0 0 : 

<hr (2 (es) eT ast (o.) | er joult,, , (5) 
€2€s | Ov ow 

1 0 0 ‘ 
a |2 (e,L.) = (es) | = — jopH , ) (6) 
€3€1 | OW Ou 


1 0 Ri ) T . 
as 2 Cee (ab) | Spies (7) 
€3€2 | OU Ov 
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J | 2 tate — £ (atts | = jects, 8) 
2|2 (aH.) — - 2 (elt) | = Juels, , (9) 
JL | 2 tatty — 2 (eats) | = jnctin (10) 


The permeability » and the permittivity ¢ are those of free space in the 
waveguide interior, but between helix and shield ¢ is determined by the 
choice of the jacket. If there is dissipation in the jacket it is complex.. 

To convert Maxwell’s equations into generalized telegraphist’s equa- 
tions we introduce the field components of the normal modes of our 
choice. Each mode is described by a transverse field distribution pat- 
tern T(u, v), which satisfies 


2 ag 1 €2 oT €1 oT 392 
One oe |Z (: a7) aa 2 (2 a) = ox, (11) 


where x is a separation constant which has discrete values for the vari- 
ous TE and TM modes. Brackets will be used for TE modes and paren- 
theses for TM modes. Thus, the function corresponding to the nth TE 
mode is denoted by 7'[n\(u, v) and the separation constant by x{n) with 
the subscript in brackets. The function corresponding to the nth TM 
mode is denoted by T'ny(u, v) and the separation constant by x(a) , with 
the subscript in parenthesis. The normal derivative of 7’'},; vanishes on 
the boundary w = a, while 7'(,) itself vanishes at wu = a. 

The T functions are assumed to be so normalized that 


[ (grad T)(grad T’) dS 


(12) 
= [ (ux T)(Aux 7) aS = x [ Tas = 
8s S 
where S is the cross section of the guide inside the helix. 
With the definition of the gradient and flux of T: 
oT oT 
grad, T = eae grad, T = et 
(13) 
fiero: fia ee 
€200 €,0u’ 
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various orthogonality relations exist among the 7’ functions: 


: Toy TD my dS = [ T'tnyT'tm dS = 0, 
s Ss 


[Grad T)(grad Tp) aS = f lux qs)(flux Poo) aS = 0, (14) 
[ (grad Ten)(erad Tim) dS = [Gus T13)(fux Tm) aS = 0 
if m *¥ n, and 
i: (grad Toy) (flux Tim) dS = [ (grad Tm) (Aux Ton) dS | 
15) 


= | (grad T tny) (flux Tim) dS = 0 
Ss 


for all m and n. We now assume series expansions of the field compo- 
nents in terms of the functions 7'(u, v), with coefficients J and V depend- 
ing on w: 





E, = > | Me OT (n) ste Ty. airy 














€20v 
aT oy a) 
LH, = n 7, n 
d k , €200 Vt J €,0U : 
T’ oT ue 
OL (nr) al 
Hy, = —L n I n ? 
Fl m €20v F Lim €,0U 








n 2 


With the 7 functions, the field components in (16) are only defined 
inside of the helix for u < a. The effects of jacket and shield (at radius b) 
are taken into account by the boundary conditions: 


E, = 0, (17) 
E, = —ZH, (18) 


at the helix. In these conditions, the low-pitch helix has been replaced 
by an anisotropically conducting sheath, and jacket and shield by a 
wall impedance Z. Later on in this paper we shall discuss how to calcu- 
late this wall impedance and even how to take the effect of finite wire 
size of the helix into account by modifying Z. 
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The boundary condition (17) is satisfied by the individual terms of 
the series for L, . 

To transform Maxwell’s equations into generalized telegraphist’s 
equations the series expansions (16) are substituted for the field compo- 
nents in (5) through (10). Then certain combinations of these equations 
are integrated over the cross section and advantage is taken of the 
orthogonality relation (14) and (15). For example, substituting from 
(16) into (5) and (6), adding 


— 3 OT (m) 
C2 Ov 


times (5) and times (6) 








68 ow 
C1 
and integrating over the cross section, we obtain: 
dV (m) . yy 
“aa + JO > Tn) e3(grad 1 (n)) (grad T im) ds 
n Ss 
+ Tin [ es(flux Th.) (grad Ton) as | (19) 
Ss 


= i (grad e3f7,)(grad Tum) dS. 
Ss 


The right-hand side can be integrated by parts according to Green’s 
theorem: 





a | ai ae 


C319 a — i: e3fy div grad T'my) dS. 





In the first term of this expression, /, is replaced by H, through the 
boundary condition (18) and, for H, in turn, the series expansion of (16) 
is substituted: 


Qr 
a | e3Ew no 
6 











Qn 
wv = —aZ se | Tes [ e3 OT (ny OT im) dv 
n 0 


€; OU OU 








** 5 OT tn OT im av| 
€2 Ov OU ; 


+ Lexy j 


In the second term of the foregoing expression, I’, is replaced by H, 
and H, through (10) and, for H, and H, in turn, the series expansion 
of (16) is substituted: 


jocEy = — Dy la@x@ Tw: (20) 
Therefore: 


= | 3H» div grad tT Gs dS = z > LT m)Xtm Xny / €31' (ny T (m) ds. 
8 n Ss 
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Thus we get, instead of (19) 














LV om ie 
= = joe DY Diny | [ ex(grad T'(n)(grad Zim) dS 
dw n Ss 
xX °x : 
a Xo Xoo | eT dS 
27 
he OE ee Ohh Ge av| (21) 
jou €, OU du 
= JOM » Lin il 3 (flux T inj) (grad T tes) dS 
aL i 3 OT tn OT (m) av . 
jou Jo €2 Ov du 
By again substituting from (16) into (5) and (6), adding 
5 OT tm times (5) and 3 OT tm times (6) 
€, OU €, Ov 
and integrating over the cross section we obtain: 
LV tm : r 
Set jon Do Tins f es (grad Tin)(grad Tim) aS 
+ joo DS Ln [ és (grad T(ny)(flux 7pm) dS (22) 


=— : (flux e3/¢,,)(grad Tm) dS. 
Ss 


Integrating the right-hand side of (22) by parts: 
27 
OT tm) 
ky —— 
i oe Ov 


and replacing L, by H, through the boundary condition (18), (22) 
becomes: 
AV tm} 
dw 


dv, 


a 








= —jJwu 2 Lin  f é3 (grad T'tn})(grad Ttmj) dS 


Zz Qr €3 OT tn OT tm) av| 
jou dso €2 Ov dv 


— Jou » Tes | f €3 (grad T (ny) (flux T tm) ds 


Zp eo AP en) AT on iv). 
jou Jo €: OU Ov 


(23) 
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Similarly, by adding 


_ & oT 


™) times (8) and 63 Dm) 
ey Ou 


(m) 4: 
la times (9), 
substituting from (7) for H, and integrating over the cross section we 
get: 


dl (m) 
dw 





= — JW oe | Veo i €3 (grad T (ny (grad T (m)) dS 
| (24) 
+ Vin i e3 (grad T'mmy)(flux T ny) as 
S 


Finally, by adding 


ser 


im] times (8) and 65 Tim 
€2 Ov 


[m] 4: 
t g 
ar imes (9), 


again substituting from (7) for H, and integrating over the cross section 
we get: 


au ol —jwe D> Viel | i es (grad T'tn)(grad T'jmy)dS 
w n a 
2 2 
— Xtod Xt i es tT om is (25) 
we Js 


i Jue D5 Van) i €3 (grad T (ny) (flux T (m3) ds. 
n 8 


Equations (21), (23), (24) and (25) are generalized telegraphist’s equa- 
tions for the curved helix waveguide. They can be written in the follow- 
ing form: . 


dV (m) 
dw 
AV tm 
dw 
AL (om) 
dw 


AL tm) 
dw 





= =) [Z om) (nt (n) + Zm)tnil tril; 


= =D [Zim ml ny + Zima tail, 
(26) 
= — 2 [YemmViny + YenytmV tal, 





= — 2 [¥ men Von + Yemen V wl 
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The impedance and admittance coefficients are defined by 


Zim)in) = jou | f é3 (grad T ~ny)(grad T (my) dS 





2 2 Qa 

n ‘m n f. m 

zs Xin) X(m) [ Po Pon dS + aL & oT; ) 0 (m) iv | 
we ds jou do @; OU OU 


Zm)tn] = Jou | f és; (grad 7 (my)(flux T tn) dS 


jou Jo €2, Ov du 








aZ 27 €3 OT tn] OT (m) av | : 


Zim\(n) = Jop | f és (grad T(ny)(flux Timi) dS 








Z ae 3 OT (n) OT tm) | 
eae ee dv |, 
jou Jo €; OU Ov 


Z tm) [n] = Jou | f 3 (grad T inj (grad T tm}) ads (27) 


Z a €3 OT tn OT tm) | 
ee ee le oes 
jou Jo €2 Ov dv 


Yimin) = Joe i e3 (grad T'my)(grad Tm) dS, 
Yeni = Jove fs (grad Pem)(fux Tos) aS, 
Yimin) = Jwe [ es (grad T'(ny)(flux Tm) dS, 
YVimitn) = Jwe | : és (grad T'inj)(grad Tm) dS 


2 2 
cs Xn) tod [ es ing T tm as]. 
wpe ds 
We note the following symmetry properties of these coefficients: 
Zemin) = Znym), Yom = Yoeoom 5 
Zemin) = Znjtm), — Veming = Venitm) 3 (28) 
Zimiiny = Zenytm), Vem) = Youtm - 


The generalized telegraphist’s equations represent an infinite set of 
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mutually coupled transmission lines. ‘or our purposes, it is more con- 
venient to write the transmission-line equations not in terms of currents 
and voltages but in terms of the amplitudes of forward and backward 
travelling waves. Thus, let a and b be the amplitudes of the forward 
and backward waves of a typical mode at a certain cross section. The 
mode current and voltages are related to the wave amplitudes a and b 


by 
VK (a + 0), 


7 
(29) 





1=—(@-)) 
= —\la-— 

VK 
where KC is the wave impedance 

Ka = Ben) » wR = =, 
WE Bin} 
Bay = (8B — xm)”, Bin = (8 — xmr)”, = we. 

The currents and voltages in the generalized telegraphist’s equations 
(26) are represented in terms of the travelling-wave amplitudes. The 


following equations for coupled travelling waves are obtained after some 
obvious additions and subtractions: 














dam) + — + - 
3 = — Di [&emy(ny Qiny + Komd(ny Deny F Kemp tnd @[ny F Konytny Opntl, 
n 
db - + - + 
ip = + DY [memory Giny + Kemyiny Very H Kem) fm} Atm] 1 Koma] Vint, 
n 
(30) 
da m) ae = + - 
= = — Do [ktmi@y dey + Kpmiiny Vey H ktm] [a1 Any + Kemiiny Vinyl; 
eh Se (at iicewes Oe in ed aia 
ir Ktm](n) Ga) T K[m] (i) O(n) T K[m] [nr] An] K[m][n] Y[n]]- 
n 
The «’s are coupling coefficients defined by 
cones" = 3 | VK Ko Kw Yana + Wp _ Zens | 
ae | > 1 
K(m)[n]) = 5) Al Kea a Y Gant cs a ad A/ Kak ria Ki Zim)! in] 
m n 
(31) 
: | Vik Kay ¥ a 7 
Kim|(n) = 5 [mJ LX (n) 4 [m](n) [m] (n) 
2 i VK tm K ny 
k Lod | VE K y “+ : | 
im] (n yo Aes m n {m] [n imi ini 
l{r] ») [m] 44. [n] [n] AiR ie 
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In these definitions the plus signs are taken together, as are the minus 
signs. . 

To examine the coupling coefficients, we introduce field functions of 
the normal modes of the circular guide with perfectly conducting walls. 
We shall use the customary double-subscript notation, but shall continue 
to denote TM waves with parentheses and TE waves with brackets: 


/én di Kami) sin ng 








é§ nm) — 
f } 4/ vi" Keanid azine) (32) 
ae /* Ji(Xtumj7) Cos NY 
en mw (Ktnmj? — n?)?2F (Kam)? 
where 
Kum) = Xirnm)Q, Jalkiage) = 0; (33) 
Ktnm) = Xtrmj@, In’ (Ktnm)) = 0 
and 
é. = 1, n = Q, 


(34) 
en = 2, n # 0. 


Introducing (32) into (27) and these in turn into (81), the coupling 
coefficients are calculated. 

There are two different causes of coupling between the metallic guide 
normal modes. One is the finite wall impedance Z of the helix waveguide; 
we shall continue to denote the corresponding coupling coefficient with 
x. The other is the curvature of the guide axis; we shall denote the 
corresponding coupling coefficient with jc. The coefficients of curvature 
coupling ye turn out to be purely imaginary. 

The «’s in (81) which have equal subscripts may be regarded as 
propagation constants of typical TM or TE modes which have been 
modified by the finite wall impedance Z. It turns out that these modified 
propagation constants do not depend on the curvature: 


. En 2 
Kiam)(nm) = Yinm) = JB(am) + 9a Kom’ 
nm (35) 
En n Z 





KInm} [am] = Y{nm) = JBim) + : 
n nm nm am oa Kinmy? — 7 Kick 


Tor all other «’s we find that the wall impedance causes coupling only 
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between modes of equal subscript n in (32). The corresponding coupling 
coefficients’ are: 
poner a at 
(nm) (np) 2a a Kaas, ? 

| - En n Z 

24S King? — 0? VK (am) K tap) 
En n° Z 
24 VS kinm? — 2 VA king? — 7 AV KinmK tap) 


ci aes oe 
K(am)[np]) = K[np](nm) = 








Wie 
K(nm][np] = 


The curvature of the guide axis causes coupling only between modes 
which have a subscript n in (82) differing by one. The corresponding 
coupling coefficients are the same as in the curved circular guide with 
perfectly conducting walls.” We obtain, for example, 


C01) ay” = eee : 
7 = R? 
/2 Koy R 


+ 
Cloil(im) = 0 for Mm # 1, 


Cc 7 =_ /2 kroyktumy a/2 Ba = k’ tov —_ Ie aml (37) 
[01] [1m SS eC 
Vim — We toy — I'm)” a@ V/ 2B onBum 


— Vim) a 


The curvature coupling between TE; and all other modes does not 
depend on the finite wall impedance of the helix waveguide. 

There is some combined curvature and wall-impedance coupling be- 
tween certain higher order modes. However, for TE: transmission in 
the helix waveguide, this is of no interest. 

To apply the preceding analysis to practical problems we need con- 
sider only the forward waves, since the relative power coupled from 
the forward waves into the backward waves is quite small. After the 
b’s and «x ’s have been omitted, (30) can conveniently be written in 
matrix form: 


A’ = —MA. (38) 


If we designate the amplitude of the TE. by ap and let the remaining 
a’s represent the amplitudes of the modes which are coupled to TE, in 
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the curved helix waveguide in order of their cut-off frequencies, then, in 
a somewhat simplified notation, the matrices in (38) are defined by: 


" ies qCo1 7Co2 i” 
ay JCo1 Kil Kyo "°° 


ee a A=|®], M= JC. = Ki2 Ko tet | (39) 


: 


If both the c’s and off-diagonal x’s were small, the solution of (38) 
could be written down as a perturbation of the propagation in the 
straight metallic waveguide. This is usually not the case. In gentle 
bends such as we are interested in here, however, the curvature coupling 
is orders of magnitude smaller than the wall impedance coupling between 
the modes. Therefore, it is convenient to split Minto MM, + M,, where 
M,, is the straight helix waveguide matrix and M/, takes the curvature 
effects into account: 


900: O Qi ces [0 jem jcos 
O ky ke +t? jon 0 0 
M, = 0 Ki. Kaa eee ; M. oe 7Co2 0 0 ee il (40) 


The effect of curvature can be calculated by a perturbation method, 
but 

A’ = M,A (41) 
will have to be solved more rigorously. To do this, we diagonalize M), 
by the transformation 

A = LW, (42) 
where L is the modal matrix® of MM; . Since M;, is symmetrical, we have 


L, = L™ and the transformation of M;, to the diagonal form of its latent 
roots’ reads: 


LM,L = 1. 
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In 
vy O O 
0 my O 
p=[0 0 % (43) 


the y’s are solutions of the characteristic equation 
jBo— ¥ 0 0 
0 Ki — ¥Y K12 


0 K19 Keo — Y cc*+t=Q, (44) 





A typical element of the modal matrix LZ of M;, is defined by: 


s§ 
bes = (45) 


VC) +E e GY 


where i is the cofactor of an element of the determinant in (44) for the 
root y = y;. The index 7 is arbitrary as long as it is different from zero 
but it must, of course, be the same for the determination of all the l’s 
for a given s. 

Physically, (42) means transformation to the normal modes of the 
straight helix waveguide, and the y’s are the propagation constants of 
the normal modes in the straight helix waveguide. The elements of Z 
in (42) describe the conversion of normal modes of the straight helix 
waveguide into normal modes of the metallic waveguide. The TE 
amplitude and propagation constants are, of course, not changed by 
this transformation: 





Wo = a, Y= 7Bo . 


Introducing the normal modes w into (38), we get for the propagation 
in the curved helix waveguide 


Wee Seo), (46) 
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where C = L,J\/,L represents the effect of curvature in the helix wave- 
guide. The elements of C are the coefficients of coupling between the 
normal modes of the straight helix waveguide in curved sections, and C 
is a symmetrical matrix with nonvanishing elements only in the first 
row and first column. A typical element is given by 


Cs = I(Corlis + Coales + Coslse + -> “ys (47) 


Since I' in (46) is diagonal, and since the elements of C are small enough 
to justify a perturbation calculation, the problem of the curved helix 
waveguide is formally solved. 

The perturbation calculation for the curved guide assumes, as usual, 
that the coupling from TE, to all other modes w is small. Then it is 
sufficient to consider only coupling between TE: and one of the other 
modes at a time and to add up all these coupling effects. The TE 
propagation in a helix waveguide, even of nonuniform curvature, may 
be calculated this way.’ 

For a helix waveguide of uniform curvature our matrix notation may 
be used. As before with the straight helix waveguide, we now transform 
to the normal modes of the curved helix waveguide. The propagation 
constants of these curved-guide normal modes are the solution of the 
characteristic equation: 


Y — Yo Cy C2 
C1 2 aes 6 0 


Ce 0 yeas mel a | 9 (48) 


Approximate solutions of this equation for 


Cs 
Yn — Ys 


<K1 











are perturbations of the propagation constants y, of normal modes of 
the straight helix waveguide. In particular, we get for the perturbed 
propagation constant of the TE; mode: 


2 
Cs 


. (49) 
Yo — Ys 





y=w + D 


The modal matrix of (I + C) transforms from the normal modes of 
the curved guide to those of the straight guide. Its elements give the 
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mode conversion at the junction from curved to straight guide. A typical 
element of this modal matrix is given by an expression like (45) or to a 
sufficient approximation: 

Cs 


los = . (50) 
Yo — Ys 





The propagation constants y; in (49) and (50) are those of the normal 
modes in the helix waveguide. To obtain them, the characteristic equa- 
tion (44), a polynomial of infinite degree in y, has to be solved. 

Tor a low wall-impedance jacket, approximate solutions of (44) may 
be used which, like (49), are perturbations of the metallic waveguide 
propagation constants. In general, (44) may be reduced to a polynomial 
of finite degree by omitting modes of higher order which have little effect 
on the lower order modes. Even so, we are usually left with the for- 
midable problem of solving a polynomial of high degree. 

To avoid the problem associated with the transformation from metallic 
guide normal modes to helix guide normal modes we must start with 
the helix waveguide normal modes and write the generalized telegraph- 
ist’s equations in terms of normal modes of the helix waveguide. 


III. REPRESENTATION IN TERMS OF NORMAL MODES OF THE HELIX WAVE- 
GUIDE 


Normal modes of the straight helix waveguide have been analyzed 
elsewhere.” To adapt this analysis to our representation we shall repeat 
and generalize the boundary value problem here. The waveguide struc- 
ture we consider is shown in Fig. 1. The anisotropic conducting sheath, 


= top! 
ee Eq (€’-Je") 





i ir. 1— Coordinates used in bend in shielded helix waveguide. 
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which represents the closely wound helix, is surrounded by a dielectric 
jacket and a coaxial metallic shield. 
The electromagnetic field in the helix waveguide can be derived from 


two sets of scalar functions 7, and T’,’ given by 
Tr = Nid p(xnr) sin pe 
for 0 <7 < a, (51a) 
TT,’ = Nad p(xnr) cos pe 


and 


Hy (xn'r) = CH (xn‘r) 


p(k?) — cHp (Kat) 





2 
Tr = Ny Jolkn) 


Xn 


fora<r<b. (5lb) 


HH,” om (1) 
Xn) — ¢ Hy? (xn'r) 
Hp® (Kn?) — Hy (nt) > PP 





2 
T, =Nix ise 
Xn° 


Being solutions of the wave equation, the 7’ functions satisfy (11). The 
field components are written in terms of these field functions, using the 
coordinates (wu, v, w) of (1): 


/ 
B= DV, + dhe], 











€,0U €20v 
os e,0Uu 
T hn OT n 602) 
OT n 7) 
nora 5 - ae dn Ts oe |, 
hyn OT, | € 
He = didn | oe + dy hn, OT. | ¢ 


Substituting from (52) into (7) and (10) and taking advantage of (11), 
we get for the longitudinal field components: 


Hii vise > Vn dn a T 
(53) 


E. = jou DIET 
n €9 ke? 


where ¢ and k = w+/ye are permittivity and intrinsic propagation con- 
stant of the medium in a particular cross-sectional part of the guide. 
They have constant but different values for the different cross-sectional 
parts of the guide, and ¢ is the permittivity of the empty helix interior. 
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The quantities d, , c and c’ and the separation constants x, and x," are 
chosen so that the boundary conditions of the shielded helix waveguide 


ir, = 0 at helix and shield, 
Ly = 0 at shield, 


(54) 
Luinterior = LE wextotier at helix, 


Hoinerior = i 7 rere at helix 
are satisfied by the individual terms of (52). Only then do the individual 


terms of (52) represent normal modes of the shielded helix waveguide. 
From £, = 0 at the helix: 


OT, 
dy = | (55) 
€;0U u=a 











From £, = 0 at the shield: 


oa He (oln’) 
Hy? (pkn’) 


Trom ££, = 0 at the shield: 


(56) 


, Hy” (pkn‘) 


~ Hoh)’ en 


c 
where p = b/a, kn° = xn'a, and k, = xna. The prime at the Bessel func- 
tions denotes differentiation with respect to the argument. The condi- 
tion of #,, being continuous across the helix boundary is satisfied by 
virtue of the formulation of the 7 functions in (51). The remaining 
condition of H, being continuous across the boundary leads to the follow- 
ing (characteristic) equation of the shielded helix waveguide: 


Jn (kn) BP ha’ Tp(Kn) _ € Ken [ae — cH kin’) 


To(Kn) Kn? K2 Sy'(Kin) — €0 Ken? |. Hyp ®(Ken®) — CH (ken®) 








(58) 
hg he By Un eH hed 
The characteristic equation, together with 
ki’ = (Kk — ha Ja’, | 
(59) 


kn’ = (ke — he? 
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determines the separation constants k, and k,°. The transverse field 
components of any two different modes are orthogonal to each other in 
that 





1 | , 
Vil m (Bin x FT tm) dS 
/ 2 / 
ee (2% i. a \ (ee 4g, lm Fa) 
s €) L\e10u €20v €,0U Kk? e2dv (60) 


aT, aT, \ (8T mn lg OU ms, | 
os (2: — oh of) & — on he Ta) ae 


yim 














The integration is to be extended over the entire cross section. The 
quantity 6. 1s the Kronecker delta. To satisfy (60) for n = m requires 
the normalization NV, to have a certain value. Both (60) and N, are 
calculated in the Appendix. 

We have now determined all quantities in (51) and (52) except the 
current and voltage coefficients. To find relations for them we sub- 
stitute (52) for the field components into Maxwell’s equations and con- 
vert to generalized telegraphist’s equations. We add 


=e (ot — dn fim fm) ¢ — times (5) 


200 de €,0U 
and 


hig OTe 
es (22 +d "2 Goo om.) ¢ times (6) 


and integrate over the cross section. Using (11) and (60) and the bound- 
ary conditions of (54), the result is: 


OV ele en fe =| 
Wi ee jon I In ar eau 
he OT n\ (AT m Ties a) 
vd, ia a=) (or es. oa 
OT he OT n \ (OT m i oe) | 
= (2m: ~ dn Te a7. (a Shee aa) |e 


ee Ly ie ash, 








(61) 








1618 THE BELL SYSTEM TECHNICAL JOURNAL, NOVEMBER 1958 


Similarly, we add 
—€3 (te +g rn) times (8) 


€10U 


and 





OT 'm 
— 3 (ot — a Zar imes (9) 
and integrate over the cross section: 
ae oo f ‘fe <[ (oe 
aig + jweVm = Jeo > Vn ai 
OT n OT'n OT 

at | (a T de re.) 

aT, OT \( dT m OT mn 
zs (2% - dn e,0u \( dm e,0u )| ae 
= Peas Ta! Tn ‘ash. 

Ss €0 


k? 


Equations (61) and (62) are the oeAeraaina telegraphist’s equations for 
the curved helix waveguide. The specification of the normalization factor 
in (60), which seemed rather arbitrary at that time, turns out in (61) 
and (62) to be the only right one. Only with this normalization are the 
mutual impedance and admittance coefficients symmetrical: 


1 ee are Ves ) 
Lam = Lied ) 








3 


(62) 





as we must expect from the symmetry properties of the curved helix 
waveguide structure. 
Introducing travelling waves 


= ue (Qm + Om), 
-= (eek (63) 


into (61) and (62) with K,, = hn/weo , we get the more convenient form: 


ie 


(64) 
2 le mbm = —j a (Cmn' Dn ae Cong ln) 
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The coupling coefficients in (64) are: 


ke e | /oT, he OT (2 Im? OT m_ 
FON hah, ce (2 2 i =) edu Ths a 
aT, hn OT n \fOT m Rin” ue) 
+ Ge ~ dn ke oP (2 ~ dm Re edu aS 
AT n \( OT m OT m. 
9 5 Vil hn fe on | (2 T dn C200 \(e + dm we) (65) 
aT, aT, \laT nm aT nm 
“ we dn oT (oT dm €,0u )| a 
ke? € Xn Xn 
+ I gi An 1,7, dS 
+5 Vink, | §£ didn Xn do op, 'D,! ds, 
2 s  € k 


We are interested here only in coupling between circular electric and 
other waves. Let the subscript m refer to a TEom wave. Then J;(km) is 0, 
and 


Cmn 






































Tm = 0, Tm’ = Nad o(xnt). 


From (60) we get as normalization factor: 


a 
me SA at Ih KimT oC Kim)” 


Evaluation of (65) then yields: 


on: vo hn Kimkn Din 
Cmn = Nag fn Fe Jills) | 4 he 


+ (j= = oy J (Kn) | iL 
lim — h oe) R 
~ /2 BY Pa Kin? — in? — Tet (66) 


Din Iun + In" 
ent Gre ie) Yn 


Ee ye +a th o a 
k ' ka? . ‘“ 
1 és hx Tin 





oul 
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where 
es Ji(Ken) 
en KenJ 1! (kin) 
and 
6=p-—l1. 


With (64) and (66), the circular electric wave propagation in the curved 
helix waveguide can be analyzed. Neglecting backward travelling waves 
in (64) and considering only coupling between a circular electric wave 
and one other mode at a time, the coupling coefficients ¢mn* and propa- 
gation constants h, can be used in formulae like (49) and (50) to com- 
pute circular electric wave loss and mode conversion in the curved helix 
waveguide. 

A theory of the helix waveguide, however, is complete only when the 
transmission and conversion properties of waves at a transition from 
metallic guide to helix guide is known. When we represented helix wave- 
guide propagation in terms of normal modes of the metallic guide, we 
obtained these transmission and conversion properties with the matrix 
L in (42). To obtain the corresponding matrix in the present formula- 
tion, we express a typical normal mode of the helix waveguide in terms 
of normal modes of the metallic guide. To do this exactly, an infinite 
set of linear equations in an infinite number of unknowns would have 
to be solved. However, as before we may safely neglect reflected waves 
and match only one pair of field components. The problem is then con- 
siderably simplified, especially when we choose the longitudinal field 
components to be matched. 

The longitudinal field components of a typical forward mode in the 


helix waveguide are 
we X ‘ 
Ban = jon A/ EE Pate, 


Hin = joe 4/'2% n Xn  dynT'n, Qn. 


Longitudinal field components of forward modes in the metallic wave- 


guide are 
we X( ." 
Eun) = jou VB . T (nyO(n) 5 
Ba) k 


Oe ou. Xin 
nj 


(67) 








(68) 
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Matching the field components: 
Lan = De Einy Hy, = » Htnj 


we can, by means of a Fourier-Bessel expansion, express the wave am- 
plitudes of the modes in the metallic waveguide in terms of the wave 
amplitudes of the modes in the helix waveguide: 

Aim) = limjnOn ’ 


(69) 
Aim] = Liat * 


The coefficients U¢myn and ltmjn are the elements of a matrix L which 
corresponds, in our present formulation, to the matrix L of (42). 

To improve the approximation, we actually did not match the longi- 
tudinal field components. Rather, we obtained two slightly different sets 
of l’s by matching first the transverse components of the electric field 
and then the transverse components of the magnetic field. We expect 
that, if we would determine a set of l’s from an exact solution of the 
problem, the values would lie somewhere between the results of these 
two calculations. Since the two approximate results are near together 
for modes sufficiently far from cutoff, their geometric mean should fur- 
nish a still better approximation to the exact J. Typical coefficients J are 
thus given by: 


hegeae | TT on dS, 
Ss 
(70) 
ae = us Xn dn | Ot ds. 
k : Ss 


The integrals in (70) are extended only over the part of the cross section 
which is inside the helix. 

Calculation of the reciprocal coefficients proved the law of reciprocity 
Lnom) = lomn aNd latm) = [min to be satisfied when the normalization 
factor N,, is chosen according to (60). 

Evaluation of the integrals in (70) yields: 


end Ahn) 


ie? —= ce 


lawn = WV ept Ni, 


— (71) 
= WV eye PN n Bi pm] ec The) 


l min —~ 
[m] Egat = P k ken? = ktpmi? ’ 


where the expression for NV, is given in (91) of the Appendix. There is 
only conversion between modes of equal azimuthal order p. 
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IV. MODIFIED JACKET STRUCTURES 


The helix waveguide which has been analyzed in the preceding sec- 
tions has a wall structure of very special and highly idealized form. Prac- 
tical jackets may intentionally or unintentionally be quite different from 
this mathematical model. We shall discuss several modifications of the 
ideal shielded helix waveguide which have proven to be important in a 
practical helix waveguide.’ They are either changes of the ideal structure 
to simplify the manufacturing process or improve the performance, or 
they are deviations from the ideal structure, which are unavoidable in 
a real structure. It turns out that, for most of these modifications, we 
need not work out a new theory (as in the preceding sections) but can 
include their effects in the foregoing formulae. A quantity which is very 
useful for these discussions is the wall impedance of the helix waveguide: 


4.1 The Wall Impedance of the Helix Waveguide 


In all cases of practical interest the jacket permittivity is high enough 
so that 


| Kn’ | >> | (4p° — 1)/8 | 


is well satisfied and the Hankel functions may be replaced by their 
asymptotic expressions. The characteristic equation (58) for the normal 
modes of the helix waveguide then reduces to: 

1 Jp (kn) pha J p(Kn) eo 1 5 

ENED a AE Noes EB es. 2 

Kin Tpllen)  ‘Bex’k® Tp’ (Ken) te (72) 
The right-hand side of (72) can, to the same approximation, be expressed 
by the impedance 


Z=- 








Bn _ j x tan dk,’, (73) 


Un @ 


which the wall presents to a typical mode of the helix waveguide: 


Ld (hg) Dlg Shay =F 


Knatha) kik? Sy'(kn) = weoaZ 





(74) 


Thus, the separation constant k, and with it the helix waveguide mode is 
determined by the wall impedance alone. 

It is, on the other hand, quite easy to determine the wall impedance 
of a composite jacket structure to the same approximation. The physical 
meaning of the approximations which have been made to derive (73) 
is 6 <1. The thickness of the dielectric jacket or the penetration of waves 
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into it is small enough so that the coaxial structure can be considered 
plane in cartesian coordinates. Furthermore, the dependence on the 
azimuthal coordinate ¢ or v respectively is of so low an order compared 
to the r or u and z or w dependence that it may be neglected. The wall 
impedance we then calculate and quite generally use in the characteristic 
equation (74) is that of a symmetrical TM wave at a plane interface. 
For these waves the wall impedance of (73) is an exact representation 
of the boundary condition. 


4.2 Unshielded Helix Waveguide 


When the lossy jacket surrounding the helix is either so thick or has 
so high a loss factor that the electromagnetic field has died away before 
it reaches the metallic shield, we may remove it or substitute a different 
supporting structure without affecting the electrical performance of the 
helix waveguide. Some formulae in Section III may be simplified in this 
case, by letting b, the radius of the shield, go to infinity. For example, 
the characteristic equation (58) for the normal modes of the helix wave- 
guide reduces to: 

Jo'(Kn) _ Bihw Tp(Fin) _ €e kn Ee pr hin” Hy”'(Ien’) | (75) 


FolKn) Tent? Tp'(Kn) 0 hin? LH p®(kn?) En he? Hp® (ha?) 
Likewise, the expression (91) for the normalization factor N, in the 
appendix can be somewhat simplified to give (92). 

Instead of (72), the form (74) of the characteristic equation may be 
used; the wall impedance is in this case obtained from (73) by using the 
asymptotic value for the tangent function: 





é 


Za, (76) 


WEe 


4.3 Dielectric Matching Layer 


The absorption of unwanted modes in the helix waveguide is critically 
dependent on the permittivity of the lossy Jacket. In constructing a 
helix waveguide it is difficult to find a jacket material which has both a 
suitable value of complex permittivity and good enough mechanical 
properties to support the helix properly. A layer of lossless dielectric 
material in between helix and lossy jacket can serve to overcome both 
of these difficulties to a certain extent. By choosing a suitable material 
for this layer the bond between helix wires and jacket can be strength- 
ened, thus improving the mechanical strength of the structure. Electri- 
cally, this layer acts as a radial transmission line-section. When made 
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of the proper thickness, this transmission line transforms the wall im- 
pedance to more suitable values as far as unwanted mode attenuation 
is concerned. 

Let Z be the input impedance of the lossy jacket as given for example 
by (73) or (76); then the new wall impedance in front of the dielectric 
layer is given by the following transformation: 


Z + jy tani Xnit 


Gia Foe ee, 
*Z, + 72 tan xml 


(77) 
When ¢« is the permittivity of the matching layer, the radial propaga- 
tion constant is 


Xn = Vw per —h,? 


and the wave impedance is 


J, = Xe 
: WE] 
The expression in (77) must be substituted for the wall impedance in 
the characteristic equation (74). 


4.4 Laminated Jacket 


The foregoing consideration of one dielectric layer can be extended to 
a semi-infinite stack of laminated material having alternate thin layers 
of lossy and nonlossy material. It has indeed been proved very useful 
to have the helix jacket made of such laminations. Excellent mechanical 
and electrical properties have been achieved in this structure. 

The wall impedance presented by a semi-infinite stack of alternating 
layers is found by iterating the single layer transformation of (77). This 
calculation has been made in a theory of laminated transmission lines:° 


gee 5 A aoe 
Mi 27 21 - 272 V(Tu af Lea) ra (78) 








Fig. 2 — Laminated jacket of helix waveguide. 
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The 7’ are the elements of a transmission matrix relating input values 
of the electric and magnetic field strengths to the output values in one 
elementary double layer of the stack. With the constants and dimensions 
of Vig. 2, they are defined by 


Z. 
Tre = JZ, SIM Xniti COS Xnot2 + GZe SiN Xnote COS Xnili , 


~1. : 
Tu = COS Xnilt COS Xnet2 — [> SiN Xnili SIN Xnole, 
2 


bons Oe ee (79) 
Te = + Sin Xnili COS Xnele + Z, sin Xnote COS Xniti , 
1 2 
Lo . . 
Ts = COS Xnit1 COS Xnole — z, sin Xnili SIN Xnale , 
1 
where 
Xn = whe — hy’, 
Xne = wpe — hy” 


are the radial propagation constants in each individual layer and 


Xni 
Zi mee 
WEL 
Xn2 
Ze 5 
WED 


are the radial wave impedances in each individual layer. 
If the laminates are fine enough 


| xnti| <1, 
| Xnole | K 1, 


the trigonometric functions may be replaced by their Taylor series. Then 
the wall impedance of (78) reduces to 


y= Xe gh ih wee — hola te)(. 4) (89) 


wr/ €2€; 2 were égto + eh 








The first term of this expression is the radial wave impedance of a 
homogeneous but anisotropic medium. The permittivity of this medium 
is, for an electric field polarized in radial direction, 

ere(ty + th) 


Pap pecan 81 
: €gly i €xle ( ) 
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and, for an electric field polarized in longitudinal or azimuthal direction, 


éili + eats 
eee 82 
nF ) 
The propagation constant of this anisotropic medium in (80) is 
ie = Ww Me = se (83) 


The second term in (80) is a correction for the finite thickness of the 
laminae. 

For calculating wave propagation in a helix waveguide with a lami- 
nated jacket, (78) or (80) must be substituted for the wall impedance in 
the characteristic equation (74). 


4.5 Finite Size of Helix Wires 


In the preceding analysis the wires of the closely wound helix had been 
assumed to be of so small a size that the helix could be represented by 
an infinitely thin sheet ideally conducting in azimuthal direction and 
nonconducting in longitudinal direction. This anisotropic conducting 
sheath, however, does not always represent the helix satisfactorily. 
Helices wound from the smallest feasible wire sizes—3 to 10 mils 
diameter (American Wire Gauge Nos. 30 to 40) — are not completely 
permeable to longitudinal electric fields. Displacement currents partly 
bridge the gap between successive turns. By partly shielding the jacket 
from the helix interior, they may change the propagation characteristics 
substantially. 

This shielding effect is most easily taken into account by a capacitance 
in parallel to the input impedance of the jacket. The capacitance of an 
infinite grating of cylindrical wires is calculated in the Appendix. With 
the dimensions of Fig. 3, the capacitance per square of the helix surface 
is given by 


Tv 


d In 4 
C/square = ed G4 — m4), 





Fig. 3 — Helix wires. 
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where ¢ is the permittivity of the space in between wires. The corrected 
wall impedance is then obtained from 


y = 7 + jwed G4 _ n4) : (84) 
Again, this expression must be substituted for the wall impedance in 
the characteristic equation (74). 

All expressions for the wall impedance [(73), (76), (77), (78), (80), 
(84)] contain implicitly the axial propagation constant jh, of the particu- 
lar mode under consideration, and it is only through the characteristic 
equation (74) that this propagation constant will be determined. 

In Section II, on the other hand, where the helix waveguide propaga- 
tion is expressed in terms of normal modes of the solid wall guide, the 
wall impedance as introduced in the boundary condition (18) is not 
associated with a particular mode. The propagation constant jh, remains 
undetermined. The boundary condition (18) cannot exactly replace a 
complex jacket structure. 

For all cases, however, in which the modes under consideration are far 
from cutoff, the propagation constants are nearly equal to that of free 
space. We may then replace h, by wV/ poe in all expressions for the wall 
impedance and use them in (18) and the corresponding equations. 


V. APPLICATIONS 


Three different applications of the helix waveguide for circular electric 
wave transmission have been mentioned in the introduction. The for- 
mulae of the preceding sections will now be used to calculate the trans- 
mission properties of helix waveguide in the different applications. The 
theoretical values will be compared with results of measurements. 


5.1 Helix Waveguide Mode Filter 


It has been shown both theoretically and experimentally that the 
transmission characteristic of the circular waveguide can be substantially 
improved by the insertion of mode filters at intervals along the wave- 
guide.* Conversion of energy to unwanted modes and reconversion at 
any imperfections of the waveguide seriously disturb the TE transmis- 
sion characteristic. Mode filters, which provide low loss for the TEo 
mode and high loss for all unwanted modes, greatly reduce the effects 
of mode conversion-reconversion by dissipating most of the converted 
power in unwanted modes before reconversion. 

Helix waveguide has the desired properties of low TE», attenuation 
and high loss for all other modes. It therefore is well suited for a mode 
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filter. To design a helix waveguide mode filter one would choose a lossy 
material for the jacket which maximizes the attenuation constants of 
the unwanted modes of propagation. A detailed analysis’ of the helix 
waveguide modes has shown, however, that there is no unique solution 
to this problem. As one changes the complex permittivity of the jacket, 
the attenuation constants of some modes increase while those of others 
decrease after passing through a maximum. Furthermore, a normal 
mode of a metallic waveguide incident in a helix waveguide will scatter 
its power into quite a few modes of the helix waveguide. As a result, a 
helix waveguide section inserted into a metallic waveguide will not only 
dissipate power in unwanted modes but will also introduce cross-coupling 
between unwanted modes. To find the transmission and conversion prop- 
erties of a helix waveguide in the arrangement of Fig. 4 the matrix L 
of (42), as a scattering matrix between metallic waveguide modes and 
helix waveguide modes, must be combined with the transmission matrix 
T of the helix waveguide to give the relation between mode amplitudes 
at the input A; and output Ao: 


; Ags Eris (85) 


where 7’ is a diagonal matrix, the elements of which are transmission 
coefficients of the helix waveguide modes 


tun = ge, (86) 


Equation (85) has been evaluated for a typical helix waveguide with a 
relative permittivity «/e9 = 4 — jl, and an inner radius to wavelength 
ratio a/\ = 4.70. This evaluation was extended over the TEy, TMy 
and TEy. modes of the metallic waveguide, and it was sufficient to take 
only five modes (TE, , TEx , TMi , TEy3 and TM);) of the helix wave- 
guide into account. The propagation constants jh, of these helix wave- 
guide modes were taken from the previously cited analysis of the helix 
waveguide.” For the elements of L, expressions (71) were substituted. 
The resulting transmission loss and conversion loss curves are shown in 


Fig. 5(a). 
ia : = 


NORMAL. MODES 
TRANSMISSION PROPERTIES: 








ae Z-------— 


Fig. 4 — Matrices of mode filter. 
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Fig. 5 — (a) Calculated transmission and conversion loss in helix waveguide: 
a/X = 4.70, semi-infinite Jacket with «/ep9 = 4 — jl; (b) measured transmission 
and conversion loss in helix waveguide of Fig. 6, f = 55.5 kme. 


The results of measurements on an 18 in. long section of 2 in. Lp. 
helix waveguide are shown in Fig. 5(b). This measured waveguide sec- 
tion has the helix wire dimensions and a jacket structure as shown in 
Fig. 6. The values of anisotropic permittivity of the laminated lossy 
material have been determined separately by impedance measurements 
on small samples in RG-98/U waveguide. The radial impedance of this 
laminated material is given by the first term in (80). The layer of glass 
roving between the lossy laminate and the helix wires transforms this 
impedance according to (77). Finally, the capacitance between helix 
wires changes the radial impedance according to (84). The resulting 
wall impedance is Z = (147 + j22)Q. The mathematical model of a 
helix waveguide which was used to calculate the curves of Fig. 5(a) has 
an isotropic and homogeneous jacket of relative permittivity ¢/eo = 4 — 
ji. Its wall impedance as calculated from (76) is Z = (162 + j14)Q. Com- 
paring both wall impedances we find that the measured helix waveguide 
of Figs. 5(b) and 6 and the mathematical model of Fig. 5(a) are nearly 
equivalent. Thus the calculated curves of Fig. 5(a) may be compared 
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Fig. 6 — Helix waveguide structure. Helix: No. 37 copper wire with heavy . 
Formex coat; Mediums I and III: Fiberglas laminated with epoxy resin; Medium 
II: ae layers of tin oxide-coated glass cloth; ¢:/e9 = 9 — 713, €-,/e9 = 5 — jl at 
55.5 kme. 


to the measured curves of Fig. 5(b). We find indeed very good agree- 
ment. 

The transmission and conversion loss of the various modes were meas- 
ured with millimeter-wave short pulse test equipment,” using the ar- 
rangement shown in Fig. 7. The pulses had a base width of about 3 
millimicroseconds. Mode discrimination in the mode couplers and mode 
transducers combined with time discrimination based on the different 
group velocities of modes in the 220 ft. long waveguide provided sufficient 
over-all discrimination to identify energy travelling in different modes. 

The results of Fig. 5 do not give an answer for designing helix wave- 
guide for mode filtering purposes. They do, however, give assurance 
that the theory gives correct results even for quite complicated jacket 
structures, and that this theory may safely be used to design helix wave- 
guide mode filters. 
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Fig. 7 — Measurement of transmission and conversion loss in helix waveguide. 
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The high amount of mode conversion which is caused by a helix wave- 
guide of a certain length is perhaps surprising. The mode conversion 
loss between TEy, and TMy is as low as 6 db in the case treated above. 
There may be cases in which this high mode conversion is undesirable. 
In order to reduce it, the abrupt transition from solid waveguide to 
helix waveguide may be replaced by a taper in wall impedance. The 
formulae of Section II give the basis to analyze such a wall impedance 
taper. The generalized telegraphist’s equations in this section must then 
be solved for varying coupling coefficients instead of constant coupling 
coefficients. 


5.2 Intentional Bends in Helix Waveguide 


The analysis of a tapered curvature bend* has shown that the circular 
electric wave can be transmitted around bends with very low losses in 
a waveguide in which the degeneracy of equal phase velocity between 
TE; and TMy is broken up by lossless means. The shielded helix wave- 
guide having a low-loss dielectric between the helix and the highly con- 
ducting metallic shield lends itself perfectly to this application. 

A curvature taper on both sides of the bend serves to transform the 
normal mode of the straight pipe into the normal mode of the curved 
region and vice versa. A practical form for a tapered curvature bend is 
shown in Fig. 8; the region of constant curvature has vanished and all 
that remains is a triangular curvature distribution. This curvature dis- 





Fig. 8 — Triangular curvature distribution of an elastic deflection. 
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tribution can easily be made by bending the waveguide elastically over 
a fixed center support with forces acting on both ends. 

The residual mode conversion in such a triangular curvature distri- 
bution is calculated by solving the coupled line equations for linearly 
varying coupling coefficients with suitable approximations for gentle 
curvature. Thus, at the end of a linear curvature taper of length / each 
mode n coupled to TE through curvature causes a mode conversion 
loss of 

2 
Aen = Re ES Lager su) | nepers, (87) 
where Co, is the coefficient of curvature coupling (66) between TE; and 
a coupled mode n at the point of maximum curvature, and Ay, is the 
difference in propagation-constant between the coupled mode n and 
TEo . 
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Fig. 9 — Solution of characteristic equation for shielded helix waveguide with 
lossless jacket; e/e9 = 2.5, a/A = 4.70. 
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Fig. 10 — Difference in phase constant and coefficient of curvature coupling 
to To: in shielded helix waveguide; a/ = 4.70. 


The TE mode of the straight waveguide in passing through the curva- 
ture taper is transformed to the local normal mode of the curved region. 
It suffers a slight change in field configuration and consequently a change 
in attenuation constant. Thus, in a linear curvature taper of length / 
each mode coupled to TE, by curvature causes an additional normal 
mode loss of 





2 
_ Con l 
As = Re Ea nepers. (88) 


There is another way to calculate this normal mode loss: D. Marcuse 
has solved the boundary problem of the curved helix waveguide directly 
for the TE, wave.” He obtains a closed expression for the curvature 
attenuation, which is in most cases easier to evaluate than a sum of the 
terms given by (88). 

To provide data for the design of a low-loss helix waveguide for inten- 
tional bends, several of the expressions in Section III have been evalu- 
ated. In Fig. 9 the solution of the characteristic equation (72) is plotted 
in the range of interest for p = 1. A relative permittivity of 2.5 is a 
typical value for low loss dielectric materials. The ratio a/A = 4.70 
corresponds to a 2 in. 1.p. helix waveguide operated at 55.5 kmc. In 
Fig. 10 the coefficient of curvature coupling from (66) and the difference 
in phase constant have been plotted for this helix waveguide. The mode 
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Fig. 11 — Factor of mode conversion loss in linear curvature taper of shielded 
helix Se ceaide: e/eyg = 2.5, a/X = 4.70. 


conversion factor shown in Tig. 11 is found by combining the two curves 
of Fig. 10. This factor facilitates the calculation of mode conversion in 
the tapered curvature bend of Fig. 8. 

An inspection of these conversion loss figures as well as of D. Marcuse’s 
normal mode loss figures shows that, for optimum performance in a 
tapered curvature bend, the distance between helix and shield should 
be about a quarter of the radial wavelength in the jacket material. In 
no case should this distance approach a half radial wavelength anywhere 
in the frequency range. 
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Shielded helix waveguide with a low-loss jacket has been made with 
materials and construction techniques presently available in Bell Tele- 
phone Laboratories. The details of this waveguide are shown in Fig. 12. 
The TE loss in this structure was measured by a resonant cavity method 
both for the straight guide and the guide bent to various curves between 
0 and 4.2 degrees. The curvature distribution was that of Fig. 8. Reason- 
able agreement between measured and calculated values of curvature 
loss was found. The measured loss followed closely the square-law de- 
pendence on curvature. At a total bending angle of 4.2 degrees the addi- 
tional curvature loss in the 9 ft. long curved section was measured at 
55.5 kme to be 0.004 db. This figure is nearly equivalent to doubling the 
length of the waveguide. Mode filters on both sides of the curved section 
presented enough dissipation to avoid spurious mode interference in the 
measurements. 


5.3 All-Helix Waveguide 


A third and probably the most important application is a transmission 
line entirely consisting of helix waveguide. Present experimental expe- 
rience shows that an all-helix waveguide line must present enough loss 
to unwanted modes so that power in these modes is dissipated at the 
same rate as it is converted at imperfections of the waveguide. In addi- 
tion, the jacket of the helix waveguide should be designed so as to mini- 
mize the circular electric wave losses in bends, allowing relaxation of 
the straightness tolerances. Obviously, these two requirements contra- 
dict each other to a certain extent. A compromise will have to be chosen 
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Fig. 12 — Shielded helix waveguide with low loss jacket. Helix: No. 37 copper 
wire with heavy Formex coat; Medium I: glass cloth laminated with epoxy resin, 
e/eo = 4 — j0.1 at 55.5 kmc; Medium II: copper tubing. 
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Fig. 13 — Propagation constants in helix waveguide; a/x = 4.70, e = 4. Rep- 


resentative values of e” are shown on the curves. 


between sufficiently high unwanted mode loss and sufficiently low TE 
curvature loss. This compromise will be made on the basis of tolerances. 
While the manufacturing tolerances call for a mode-filtering helix wave- 
guide, the laying tolerances call for low TEo; loss in random curvature. 

However, it is to be expected that, as the art of making helix wave- 
guide is improved and imperfections can be controlled better, the re- 
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quirement of low curvature loss will become more important and less 
unwanted mode loss can be tolerated. 

The first information needed for the design of a helix waveguide in 
this application is the unwanted mode loss. It is contained in a detailed 
analysis of the unwanted mode propagation in helix waveguide.” Some 
of the results are taken from this analysis and plotted in Figs. 13 and 14. 

Also plotted in Figs. 13 and 14 are the approximate values of the 
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Fig. 14 — Propagation constants in helix waveguide; a/A = 4.70, e’ = &”. Rep- 
resentative values of «” are shown on the curves. 
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propagation constants which have been obtained as solutions of the 
characteristic equation (44) in Section II. The characteristic equation 
(44) has been reduced to a quartic equation by taking only four modes 
of the metallic guide (TEi, , TMi, TEx , TMi) into account to repre- 
sent the lower order modes with p = 1 in the helix waveguide. From Figs. 
13 and 14 it has to be concluded that this representation is obviously 
a very poor one. At still fairly high values of the jacket permittivity, 
there is already a marked deviation of the approximate values from 
the exact curves. For a better representation in this large waveguide size, 
many more modes of the metallic guide have to be taken into account. It 
is therefore more convenient in most helix waveguide problems to use 
the representation of Section III with modes of the helix waveguide 
rather than the representation of Section II with modes of the metallic 
guide. 

Imperfections like tilts and offsets or changes in diameter in an other- 
wise ideal guide convert TE); power to unwanted modes. The effect of 
most of these imperfections in metallic waveguide has been analyzed in 
detail by S. P. Morgan, Jr., as quoted elsewhere.’ More recently, another 
analysis has been made.” 

For the helix waveguide the results of this analysis can be combined 
with the scattering matrix L of (42) to give the conversion from TE 
to the unwanted modes in the helix waveguide at these imperfections. 
Thus, given a certain distribution of imperfections in a helix waveguide, 
mode conversion and reconversion effects can be calculated. From such 
calculations the required unwanted mode loss to reduce the degrading 
effects of imperfections on TE, propagation to an acceptable degree can 
be found. 

The second requirement for an all-helix waveguide is low TE curva- 
ture loss. To find the TE»; curvature loss the expressions (47) or (66) 
for the coefficient of curvature coupling can be evaluated. The results 
of such an evaluation are plotted in Figs. 15 and 16. Here again the 
approximation (47) with only four modes (TEy, TMu , TEx. , TM.) 
of the metallic guide deviates markedly from the exact values according 
to (66) for a low permittivity of the jacket. 

Note that in the curved helix waveguide the TEq-wave couples to all 
TM,, and TE,, waves. In the curved metallic waveguide the TE cou- 
ples to all TE,, but only to TMy . 

With the coupling coefficients on hand, TE loss and mode conversion 
can be calculated with formulae like (49) and (50). The perturbation 
of the TEo: propagation constant in (49), especially, means an increase 
a, of TH, attenuation. In Fig. 17 this attenuation increase a, has been 
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Fig. 15 — Coupling coefficient between TE, and unwanted modes in curved 
helix waveguide; a/v = 4.70, ¢’ = 4. 


plotted in a reduced form. The approximate values have again been 
obtained from the representation of Section II taking only four modes 
(TE, TMu, TE», TMi) into account. They deviate substantially 
from the exact values as obtained from Section III and equation (66). 
As mentioned earlier, a, can also and more conveniently be calculated 
from D. Marcuse’s normal mode solution of the curved helix waveguide.” 
Values for a, of that calculation coincide with the exact curves of Fig. 


17. 
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Fig. 16 — Coupling coefficient between TE and unwanted modes in curved 
helix waveguide; a/A = 4.70, é’ = e”. 


The mode conversion which occurs in regions of changing curvature 
can be calculated from (50) if the change in curvature is abrupt, or from 
a solution of the coupled line equations with changing coupling coeffi- 
cients when the curvature is changing gradually. Because of the laws of 
elasticity, the most common kind of curvature change, either intention- 
ally or unintentional, is the linear curvature taper. The mode conversion 
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loss in a linear curvature taper is given by (87). From this expression 
it can be estimated if mode conversion effects in a changing curvature 
are large enough to influence the design of a helix waveguide. Usually 
it is found that this mode conversion is small enough to be neglected 
and that only the curvature attenuation a, must be made as small as 
possible to optimize the performance of an all-helix waveguide in bends. 

Here again, as in the case of the shielded helix waveguide with a loss- 
less jacket, a certain distance between helix wires and shield minimizes 
the curvature attenuation. The distance should be about a quarter of 
the radial wavelength in the jacket material. It should approach half of 
this wavelength nowhere in the frequency range. 

Measurements of TE; attenuation in bends have been made in the 
two different helix waveguides shown in Fig. 18. Eight-foot-long sections 
of the waveguides were bent elastically to the triangular curvature dis- 
tribution of Fig. 8. The average curvature of this distribution is found 
by taking the square-law dependence between loss and curvature into 
account. The TE transmission loss was measured with a resonant 
cavity method for varying degrees of curvature. In the lossless helix 
waveguide, for intentional bends the TE transmission loss is composed 
of normal mode attenuation and mode conversion loss. However, in the 
present test of the lossy helix waveguide mode conversion losses can be 
neglected as compared to normal mode attenuation. The measured in- 
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Fig. 17 — Increase of TE: attenuation in curved helix waveguide; a/A = 4.70. 
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crease in TE; transmission loss in the curved waveguide can therefore 
be interpreted as additional TE; attenuation per unit length. The results 
follow closely the square-law dependence on curvature and agree with 
theoretical values. The lower value of curvature attenuation in the 
second helix waveguide doubles the theoretical TE: attenuation at a 
radius of curvature of 320 ft. 


VI. CONCLUSIONS 


Circular electric wave loss, mode conversion and unwanted mode loss 
can be calculated from generalized telegraphist’s equations for the curved 
helix waveguide. A wall impedance can be used to represent the bound- 
ary condition at the helix interface. The effect of a composite jacket 
structure and of finite size helix wires can be taken into account in this 
wall impedance. 

Three different applications of shielded helix waveguide for circular 
electric wave transmission require different designs for optimum perform- 
ance. Helix waveguide as mode filter should have a highly lossy jacket 
between helix and shield for high unwanted mode absorption. An all- 
helix waveguide transmission line should have a medium lossy jacket 
to reduce Tq, loss in gentle bends and still maintain sufficient unwanted 
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Fig. 18 — Shielded helix waveguide with lossy jacket. Helix: No. 37 copper wire 
with heavy Formex coat; Mediums I and III: glass cloth laminated with epoxy 
resin; Medium II: carbon Joaded paper laminated with epoxy resin, (left) «2/e = 
15 — 714, e-/eo = 9 — 72; (right) e2/eo = 4.7 — 72.1, e-/eo = 3.9 — 0.6 at 55.5 kme, 
Medium IV: steel tubing. TE curvature loss a.(R?/a) at 55.5 kme: (left) mea- 
sured, 79, calculated, 84; (right) measured, 48, calculated, 40. 
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mode absorption. For sharp intentional bends, the material between 
helix and shield should have low losses and the shield should be highly 
conducting. In all three applications the optimum distance between helix 
and shield is a quarter of the radial wavelength in the jacket material. 
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APPENDIX 


Normalization of Modes in Helix Waveguide 


The orthogonality relation (60) for n # m has been proven for expo- 
nential modes on an inhomogeneous cylindrical structure bounded by 
opaque walls or unbounded.” 

The right-hand side of (60) can be rewritten as 





1 
vam (En X Him) aS 


= [£ [tema T grad Tn) + didn(grad T,’)(grad Tn’) (89) 
S €0 
2 
din fm (flux T,)(grad Tn) + d,(flux T,,’)(grad 7») ds. 


Partial integrations, like Green’s theorem, 


[ (grad T,,)(grad Tm) dS = [ t aan dy + ies TnT'm aS, 
and 


| (flux T,,)(grad T',) dS = 
8 





é2 dv = [ df been ee 
Jy e200 
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reduce (89) to: 


[Sx (Talln + a dn Ty ‘\ as 
S €0 k 


Be ce 8 EE Bier re Bay 
v €0 


€10U 6200 
Ine aT, aT, 
— = An me (ae | ot of dn or. | €o dv. 


The integrand of the last term is continuous across the helix boundary 
and vanishes at the shield. It therefore cancels out; 





of Bn X Him) dS = [ Exe (alm + cad | Le ‘) as 
nim S € 
; (90) 
ee a (oe 4 4, 27 ) aa 
» € €)0U €20V 


From (90) the orthogonality relation can be verified for n ~ m. 

To calculate the normalization factor NV, we substitute (51) for the 
T functions in (90) and perform the integrations. Since in all cases of 
practical interest | kn° | >> | (4p’ — 1)/8 |, the Hankel functions may be 
replaced by their asymptotic expressions. Then, in order to satisfy (60) 
the normalization factor has to be 

2 


és V2 E 274, 2 2) 17 2 1 ( p ) 
Ni, = ae AES qe Phin pv T pat he 1 jae 
Ee kn 


(91) 
, : Slen’ i 
2 (7. - Yn) + he (2 cot 6k, + ae an =) . 





where 


J (Kn) 
Kindo On) 


lor the unshielded helix waveguide described in Section IV the normali- 
zation factor is given by: 


Sap Lis ( ‘a 
eo a/ eh) J (Kn) ke Pp (Kin — p iG +» ar iv b 
1 2 9 £e = — 


For the other jacket structures it is not an easy matter to calculate 
the normalization factor. Finding the field vectors in the jacket region 


Y,= 
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and integrating over the cross-product of the transverse components is 
quite involved, even when asymptotic approximations such as in (91) 
are substituted. A further approximation, however, eliminates this prob- 
lem. The integral on the left-hand side of (89) is the flux of the Poynting 
vector, through a waveguide cross section. From the dimensions of the 
helix waveguide we may safely conclude that for a typical mode the 
power flowing in the jacket is small compared to the power flowing inside 
of the helix in all cases of practical interest. Then we may extend the 
integral in (89) only over the helix interior and neglect the last terms 
under the square root of (91) or (92). 


Capacitance of Plane Grating of Cylindrical Wires 


The contour in the z-plane of Fig. 19 is an elementary cell of the field 
surrounding a plane grating of cylindrical wires. Its transformation to 
the strip 0 < u < 7 of the w-plane is approximately effected by™ 


2 D —1 “a 1 —j 21 + 1 
~ a(1 + v) | tant 2 +a noua 2 ar | oe 


cos ; (94) 
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Fig. 19 — Conformal mapping of wire grating. 
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where y is the root of 





coth? (7 S142) _ cot? ® (1 a) = 1 (95) 

and a is given by 
— 27 d f 
a=1+ 2 cot 5p iit». (96) 


A uniform electric field polarized in the direction of the y-axis is fringed 
by the grating. The capacitance of this fringing field is the difference 
between the capacitance of the z-plane contour and a parallel plate con- 
denser of plate distance D/2 and extension 22: 


C = tim (20 - 2), (97) 


reo 


Substituting for v from (93) and (94) we get, instead of (97), 


C — 2[In(a + 1) + vln(a — 1) 
cu? [ett sinle —) ines 1). (98) 


IFor D/d = 1 the root of (95) is » = 0. When d is only slightly smaller 
than D, as is the case in a closely wound helix, v is small and the argu- 
ment of the cot in (95) is nearly 7/2, while the argument of the coth is 
very large. Then, with 


€ 


d 
the cot and coth functions can be approximated by: 


cot 7 (1 —ypy)= 








ad(l+yv) _ Sp 10 
cot 5D > = 1+ 2e Dod 
Instead of (95) we get 
2 
aS ad 


Substituting for a from (96) into (98), the capacitance is 


C ad d  In4 
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Attenuation of the TE,, Wave Within the 
Curved Helix Waveguide* 


By D. MARCUSE 
(Manuscript received April 1, 1958) 


The change tn the field pattern of the TE, mode in the helix waveguide 
with constant curvature vs calculated by means of a perturbation method. 
The helix waveguide has a coating of a lossy dielectric and is shielded by a 
metallic pipe. By bending this waveguide, the original field pattern of the 
TE, wave ts slightly perturbed. The perturbation produces additional field 
components which give rise to an electromagnetic field in the lossy dielectric. 
This field causes energy dissipation and gives rise to an additional attenua- 
tion. In this paper formulae for the curvature attenuation caused by the dielec- 
tric losses are given. It 1s shown that the attenuation due to curvature can 
be remarkably reduced by proper choice of the thickness of the dielectric 
layer between helix and metallic shield. 


I. INTRODUCTION 


If the system of cylindrical coordinates, in which the cylindrical wave- 
guide ordinarily is described, is bent in the same way as the axis of the 
curved waveguide, Maxwell’s equations change. Jouguet’ has shown an 
approximate solution of Maxwell’s equations written in a system of 
toroidal coordinates. This solution may be applied to calculate the field 
pattern of a TE, wave in the curved helix waveguide.” The waveguide® 
consists of a helix made of very thin wire and a coating of a lossy dielec- 
tric which may be shielded by a metallic pipe. The lossy dielectric serves 
to suppress unwanted modes which may be excited in the helix wave- 
guide. Although the lossy dielectric does not affect the To. wave in a 
perfectly straight guide, it does give rise to an additional attenuation if 
the waveguide is bent. It is the purpose of the present paper to show 
how a helix waveguide should be designed in order to keep this additional 
attenuation as low as possible. On the other hand, the attenuation of 
the TE); wave in bends is not the only effect which is to be considered 
~ * The author used the same method of analysis to calculate the attenuation 


and field structure of the TE wave in a curved spaced-ring type waveguide while 
he was working with the Siemens and Halske Company in Germany. 
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in designing the waveguide. In practice, a compromise should be made 
between the desire to keep the attenuation of the TE; wave in a curved 
waveguide low and the desire to suppress spurious modes.’ lor a short 
part of the guide with a wanted high curvature, a helix waveguide which 
is designed for minimum curvature attenuation of the To, wave might 
be useful. 

The mathematical model used for calculating the helix waveguide 
neglects the pitch angle of the helix wire.’ It is assumed that the closely 
wound helix may be idealized as an infinitely thin sheet with anisotropic 
conductivity, conducting only in the direction perpendicular to the axis 
of the waveguide. 


II. SOLUTION OF THE BOUNDARY VALUE PROBLEM 


In the following calculation it is assumed that the helix and the pipe 
which serves as a shield around the helix waveguide are of perfect conduc- 
tivity. The toroidal coordinates have the variables r, g and z. These are 
the same variables as for an ordinary system of cylindrical coordinates. 
The only difference is that the z axis is curved in the same way as the 
axis of the helix waveguide. The line element is given as 


2 
ds’ = ( i z sin e) dz + dr +r de’, 


_where fF? is the radius of curvature which is assumed to be constant. 
“Maxwell’s equations are then given by: 


re) Pe ; ae 
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(1) 


if the z and ¢ dependence of all field components are of the form 


gor. (2) 
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If Rk tends to « the equations (1) reduce to the ordinary Maxwell’s 
equations in cylindrical coordinates. Since r/R < 1 in all practical appli- 
cations, the solutions of (1) will be nearly the same as the solutions for 
the system with straight z axis; they will differ only by additional per- 
turbation terms. Therefore, the following statement is made: 


He Has. 
E = E) +e, 


where Hy and Ey are the solutions of (1) for R — . Since we are con- 
cerned with the special solutions which give the TE ; wave in the curved 
helix waveguide, the field of zero-order approximation will be the ordi- 
nary TE. wave: 
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Equations (4) and (3) are now substituted into (1). Since h and e must 

be of the same order of magnitude as r/R, products of these terms with 

r/R are omitted. We therefore get only the first-order approximation. 
If we consider that Hy and Ep are solutions of the unperturbed system, 

(1) becomes 
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For R — o, these equations are the ordinary unperturbed Maxwell 
equations fore and h. The terms with 1/R make the system of equa- 
tions (5) inhomogeneous. Its solution is therefore given as the general 
solution of the homogeneous system and a particular solution of the 
inhomogeneous system. The solution of the inhomogeneous equations is 
found by the statement: 


e, = X COs ¢, h, = U sin g, 

er = Y cosg, h, = V sin g, (6) 
a W 

ey = — sin ¢, he = — cos 9 


If we substitute this into (5) we get a system of ordinary differential 
equations with the only variable r. This system is solved by a statement 
of the form 


X = PJo(xor) + Q/i(x0r), 


where P and Q are polynomials of r only. After determining the coeffi- 
cients of the polynomials we finally get the solution of (5), after adding 
the solution of the homogeneous equation: 


+ Qy’ 


A 
h, = = | BGar) = xo + 2y" = oa ra Fol xor) 


2 A a 
+ = R i640") | e”’ sin g, 
h, -|B2 J1(xor) — ice $= Ji(oar) 

+ aha (yt = 1) 5 Joloar) 


+ — (8) + 2x0°)r = Tiber) | e”’ sin ¢, 
2x0° R 


1 
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feu = 


= | - iBT : Siler) ae Si Jy (xor) — Bp J olxor) 


+ fe ry ¥ ae ™ COS 
; ’ 1 
= vi (xor) — es Ji(xor) 
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+ pel Be * (1 + ry a Jo(xor) + = jon Be re A sgn) | Y* sin 9. 
2 wen X0° 2 

The validity of these solutions can be proven by substituting into (5). 
The solution of the homogeneous equations is chosen so as to have the 
same y¢ dependence and the same propagation constant as the solution 
of the inhomogeneous equation. 

Up to this point the theory has followed the solution given in Jouguet’s 
paper and is not restricted to the application to the helix waveguide. 

Equations (7) and (4) give the field pattern of a normal mode in the 
curved helix waveguide, and « = e is taken for a guide filled with air. 
The field in the dielectric outside of the helix should also be a solution 
of (1). But since the TE wave in a straight guide has no field outside 
of the helix, the field in the dielectric layer is excited only by the addi- 
tional field components (7) and is therefore of the same order of magni- 
tude. If we again neglect terms of the order (r/R)” we get Maxwell’s 
equations for the straight waveguide for the small field within the 
dielectric layer. This field should have the same ¢ dependence as (7). 
We therefore state: 


he = FW1(x’r) sin ge”, 
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with e’ = dielectric constant, «” = e¢’ tan 6, where tan 6 is the loss fac- 
tor of the dielectric material. The functions V and W are abbreviations 
for 


Hy” (xb) 
Hy (x’b) 


Hy’ (x’b) 
Ay®’(x’b) 


Vilx’r) = Hy (x’r) 7 Hy (x’r), 


7 (9) 
Wilx'r) = Hy” (x’r) _ Hi (x’r), 
where H,” and H,® are Hankel’s functions of the first and second kind 
respectively. The prime on the V, W and Hankel function denotes dif- 
ferentiation with respect to the argument. The functions V and W are 
made such that e, and e, vanish at the shield r = 6. The boundary con- 
ditions on the shield are thus satisfied by the statements (8) and (9). 
The field of zero-order approximation has to be matched to the bound- 
ary independent of the additional field components because of their 
different dependence on the variable g. It must be Ay, = O at r = a. 
That means Ji(xoa) = 0, xa = 3.83, which is exactly the same eigen- 
value as that for the straight helix waveguide or even the ordinary 
circular solid-wall waveguide. To first order of approximation there is 
no change in eigenvalue. The field components (7) and (8) must be 
matched at the helix r = a by means of four boundary conditions 
which determine the four constants B, C, D and F. 

We have at r = a the following boundary conditions: 


(1) ep = 0; 

(2) ey = 0; 
(3) @ = Ce} 
(Ay hg = hg: 


These conditions regard the special features of the helix waveguide: 
ey = Oatr = a refers to the assumed perfect conductivity of the helix; 
h, continuous at r = a, means that the current in the helix runs strictly 
in the ¢ direction. But there is no condition for h, because the change in 
h, on both sides of the helix takes into consideration the connection 
between the magnetic field and the electric current. But this connection 
does not determine the relation between the field components on both 
sides of the helix but gives only the dependence of the excitation constant 
A of the TE, wave on the wall current. However, this connection is of 
no interest to the problem we are concerned with. The solution of these 
four equations is: 


pth 22 
B= SO ea 
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II. SOME CONCLUSIONS — 


The equations (4), (7), (8) and (10) give the complete solution to the 
first order of approximation of the field perturbation of the TE, wave 
due to curvature of the helix waveguide. 

The additional field components (7) and (8) are of the same order of 
magnitude as a/R and are therefore very small for gentle curvature. 
This means that the helix waveguide preserves the TE): wave in its 
general shape even within its curved parts. But the magnitude of the 
additional field components depends obviously on the construction of 
the waveguide, the values of « and the distance (b — a) between helix 
and shield. 

If b tends toward a; that is, if the helix waveguide is converted into 
an ordinary copper pipe with perfectly conducting walls, the TE, wave 
becomes seriously perturbed. This is shown by the behavior of the con- 
stant C. If b tends toward a, Wy’(x’a) tends to zero according to (9); 
this means that C becomes infinitely large. Of course, the perturbation 
theory has no meaning for infinitely large perturbation terms, but the 
tendency shows that something is wrong with the TE, wave if the 
curved helix waveguide tends towards a perfectly conducting ordinary 
waveguide. The limit of the perturbation method is shown by using the 
asymptotic approximations for the Hankel functions. This is possible as 
long as e’ > 1 and the TE; wave is far from cutoff: 


Wi(x'a) 
Wy'(x’a) 
or if |x’(b — a) | <1, 
Wi(x'a) Ye 1 
Wi(x’a)~ x’(b — a)” 


The perturbation method is therefore applicable as long as 


= cot [x'(b — a)], 


a 
R|x’(b — a) | 
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It is interesting to look at the meaning of C in the field pattern. Accord- 
ing to (7), C is the excitation constant of the e, component or, better, 
of that part of the e, component which refers to the solution of the 
homogeneous Maxwell equations and therefore represents a wave of the 
TM, type. The fact that C tends to infinity with b tending toward a 
means that the coupling between TE), and TMy, waves becomes very 
strong, as is well known. The coefficient B is not affected by this limit 
process. That means that, since B is the excitation coefficient of h, in 
(7) and therefore represents a TE), wave, the coupling between TE 
waves and TE,, waves is not affected by the conversion of the helix 
waveguide into an ordinary solid-pipe waveguide. For a real helix wave- 
guide, however, the perturbation terms h and e are small and our first 
order approximation is valid. It may be expected that there exists an 
optimum design for the helix waveguide with regard to mode conversion 
in bend parts, because the constant C is also affected by the choice of e. 
For instance, for «” — «, C tends to ~ too, because of the apron term 
in parenthesis which ‘ends to © like We”. 

It should be mentioned that the additional field components (7) are 
not simply a superposition of TI, and TM, modes. Though they have 
the same angular distribution, their radial dependence is different from 
those of normal modes of the helix waveguide. In order to match these 
modes to normal modes of the straight guide an infinite series of TE, 
and TM;,, modes would be needed. 


Iv. THE ATTENUATION CAUSED BY CURVATURE 


According to our assumption of perfectly conducting helix, the TIo 
wave in the straight waveguide would have no attenuation. But the 
curvature gives rise to a field in the lossy dielectric between helix and 
shield. The power dissipation due to this perturbation field causes an 
attenuation of the whole wave. The power dissipation in the lossy dielec- 
tric may be found by calculating the radial power flow through the 
surface of the helix into that space. 

The power dissipation Pg per unit length of the waveguide divided by 
twice the power P flowing through the cross section of the waveguide in 
the axial direction gives the attenuation a, = Pa/2P (the index « refers 
to attenuation due to losses in the dielectric). The average power flowing 
into the dielectric at r = ais: 


Qa 
Pa = 5 Re I (eh, — ech, a dy atr = a 
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The dash over h means the transition to the conjugate complex value. 
In this way we get 


_1iyii1 if -& Wixa) _ @ iat Vie) 
e=- 7k , 7 a ; (11) 
z 2 xa R? x x” Wi Wi'(x’a) er i Vi(x’a) 


For TK, far from cutoff and for e’ > 1, we have k’a > 1 and may 
therefore substitute for the Hankel functions their approximations for 
large arguments. If we do this we get the much simpler formula: 


ue = 5 tage Re |S (2+ fa ia) cot x'(b — a) |. (12) 


The transition to the real part gives finally: 
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K? = Bo V/|« —1)+ x +(e’); 26 = arctan ee 
: Bo" é’ —_ 1 at 
Bo 
u = K(b — a) cos 6, v = K(b — a) sind. 

Equation (13) gives the attenuation of the To, wave in the curved 
helix waveguide due to losses in the dielectric between helix and shield. 
If «” tends to zero, 6 and v tend to zero and therefore a, vanishes. In the 
shielded helix waveguide the additional losses of TE, wave due to curva- 
ture may be very small if the losses in the dielectric could be kept small. 

Equation (13) may be simplified for two special cases: 

i. If b tends to «, that is, for the unshielded helix waveguide, the 
attenuation due to curvature becomes: 


a mea eae je os (I2F cos 25 + ca) 
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(14) 
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Now we get an additional attenuation, even for e” = 0 due to radiation 
losses into the outer space. 
ii. If e’ <1 we get, as longasO0 < K(b— a) <7: 


1a |y| bo 

4B? Kxe 

K(b — ae’ — sin K(b — a) cos K(b — a)’ — 2) 
[sin K(b — a)/? é — 1 


Finally, there is some additional curvature attenuation due to the wall 
currents on the shield and on the helix caused by the additional field 
components. This attenuation can be neglected when compared with 
the attenuation caused by losses in all realizable dielectrics. 

It may be of interest to mention that the attenuation due to curvature 
of the helix waveguide is always proportional to 1/R’. That is, for the 
first order of approximation, which considers only terms proportional 
to 1/R, there is no attenuation due to curvature. Therefore, the eigen- 
value xoa is unchanged. Instead of calculating the second-order approxi- 
mation which would also give the attenuation of the TEo, wave due to 
curvature, we have calculated this attenuation by calculating the energy 
dissipation 





ae = 


(15) 


My 





V. SOME NUMERICAL EXAMPLES 


The following figures show the behavior of the attenuation of TE 
mode caused by bends as a function of different parameters: 

Tig. 1 gives the attenuation of the TEo mode for fixed frequency and 
several values of e’ as a function of e”. The shield is assumed to be at an 
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Fig. 1 — Attenuation of the TI%o: mode due to the curvature of the helix 
waveguide, with a8) = 29.5 
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Fig. 2 — Curvature attenuation of the TE mode, with ¢’ = e”. 


infinite distance b — «. The curves were calculated with the help of 
(14). The attenuation a is multiplied by R’/a in order to make it dimen- 
sionless. The value of a8) = 2r(a/do) = 29.5 corresponds toa = 1 in. 
and f = 55.5 kme. 

It is interesting that, for greater values of ¢’, the attenuation is nearly 
constant and depends on ¢” only for very large values. Diminishing the 
value of ¢’ gives a decrease in a. The attenuation has increasing values 
for decreasing e” only for values of e’ very close to one. The best choice 
is e’ = e”. It is advisable to make e’ = ¢” as close to one as possible, if 
low values of attenuation are wanted. 

Fig. 2 shows the dependence of attenuation on e’ = e”. Let us consider 
a practical example. If a = 1 in., f = 55.5 kme and ¢’ = ¢” = 2: 


_ 43.38 
a 
if FR is measured in feet. The attenuation of the straight waveguide with 
copper helix is about a = 2.92 X 10° db/ft. The attenuation due to 
curvature has the same value for a radius of curvature of R = 385 ft. = 
117 meters. . 

Fig. 3 shows the frequency dependence of curvature attenuation for 
e = 2, e” = 2. If a = 1 in., aBy = 2r(a/ro) = 18.6 for f = 35 kmc 
and a8) = 40 for f = 75 kme. In this range, the curvature attenuation 
at the upper frequency limit is five times the attenuation at the lower 
frequency limit. 


Qa 





db/ft 
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Fig. 4 — Curvature attenuation of the TI. mode, with e’ = 4, e«” = 2. 


The attenuation due to curvature may very effectively be reduced by 
proper choice of the distance between helix and shield. 

Fig. 4 shows the dependence of attenuation on the relative distance 
between shield and helix (b — a)/a; «’ = 4, &” = 2, aBy = 29.5 in this 
example. The attenuation first oscillates with increasing (6 — a)/a and 
reaches then a fixed value equal to the value for b = o in Fig. 1. But 
the lowest value is only 3 of the value for b = ©. This favorable effect 
of the shield can still be improved with decreases in e”. Fig. 5 shows the 
dependence of (R’/a)a on (b — a)/a for fixed ¢’/e’ = 0.01 for different 
values of ¢’. 











































































































Fig. 6 — Curvature attenuation of the TEo: mode, with e’ 
(b — a)/a = 0.025. 
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It is surprising that the values of the minima are reduced by increase 
of e’. This is just the opposite behavior as for the unshielded waveguide 
of Fig. 1. According to (15), a is proportional to e” for small values. The 
attenuation may therefore be simply calculated for other values of ¢” 
by means of Fig. 5. 

If we again consider a = 1 in., f = 55.5 kme and allow a@ due to cur- 
vature to equal the attenuation of TE, mode in straight waveguide, 
the radius of curvature may be R = 32.1 ft. = 9.8 meters if «’ = 6, 
e’ = 0.06 and (b — a)/a = 0.01. 

Proper choice of (b — a)/a allows, therefore, a 10 times larger curva- 
ture than in the previous example. That the frequency dependence is 
not worse for the shielded than for the unshielded guide is shown in Fig. 
6. The ratio between the attenuation for a8) = 40 and af = 18.5 is 
again about 5. 

If we are only concerned with the attenuation of the TE: mode due 
to curvature, the shielded waveguide is very much better than the 
unshielded guide. 


VI. SUMMARY 


The additional attenuation of a TE, mode due to curvature of the 
helix waveguide was calculated by means of a perturbation theory. The 
effects of dielectric constant and of a shield around the helix waveguide 
were discussed. It was shown that it is advisable to make ¢’ = ¢” as 
small as possible if low attenuation for a guide without shield and a 
very thick dielectric coating is wanted. But very much lower attenuation 
can be obtained if a shield is placed at a proper distance from the helix. 
To get low attenuation by aid of a shield, the real part of the dielectric 
constant e’ should be as large as possible but its imaginary part as low 
as possible. 

The attenuation due to wall currents in the shield and additional 
currents due to curvature in the helix may be neglected when it is com- 
pared with the losses in the dielectric jacket for all real dielectric mate- 
rials. 
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